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FIFTEENTH  ANNUAL  REPORT 

OF     THE 

BOARD  OF  DIRECTORS 

-.  OF\f  Hp%      A 

Underwriters'  Fire  Patrol  of  San  FraijGisco 

For  the  Year  Ending  December  31,  1889. 


At   the  Annual   Meeting  of  this   Corporation,    held   in  January  last,  the 
following-named  gentlemen  were  electee!   l5irectors  to  serve  for   the    ensuing 


DIRECTORS: 

C.  F.  Mullins,  Jno.  W.  G.  Cofran, 

I.  Gutte,  John  Scott  Wilson, 

Wm.  Macdonald,  Rudolph  Herold,  Jr., 

Chas.  A.  Laton. 

OFFICERS: 

Chas.  A.  Laton,  President.  Wm.  Macdonald,    Vice-President. 

Rudolph  Herold,  Jr.,  Secretary  and  Treasurer. 


Headquarters  of  the  Patrol,  Station  No.  i,  Nos.  106  and  1 08  Jessie  Street. 
Station  No.  2,  N.  E.  corner  of  Eddy  and  Polk  Streets. 


SAN    FRANCISCO. 


DIRECTORS'   REPORT. 


San  Francisco,  Cal.,  January  i,  1890. 
To  the  Members  of  the  Underwriters'1  Fire  Patrol  of  San  Francisco. 

Gentlemen  :  The  Directors  are  again  pleased  to  report  favorably  in 
every  respect  concerning  the  services  rendered  by  the  Patrol. 

All  of  the  property  belonging  to  this  Corporation  is  in  excellent  working 
order. 

The  Directors  refer  with  renewed  pleasure  to  the  continued  co-operation 
existing  between  the  officers  and  members  of  the  San  Francisco  Fire  Depart- 
ment and  the  Fire  Patrol ;  likewise  the  Fire  Alarm  and  Police  Telegraph,  Fire 
Marshal,  Chief  of  Police  Crowley  and  all  officers  and  members  of  the  police 
force,  the  A.  D.  T.  and  the  Telephone  Company,  and  numerous  friends. 

Very  respectfully  submitted, 

WM.  Macdonald, 
Jno.  W.  G.  Cofran, 

I.     GUTTE, 

John  Scott  Wilson,  )  Directors. 

C.  F.  Mullins, 

Rudolph  Herold,  Jr.,  Sec.  and  Treas. 

Chas.  A.  Laton,   President. 


REPORT    OF    CAPTAIN     WHITE. 


Headquarters  Underwriters'  Fire  Patrol, 

San  Francisco,  January  i,  1890. 
To  the  President  and  Board  of  Directors  of  the  Underwriters'  Fire  Patrol. 

Gentlemen:  I  have  the  honor  of  submitting  for  your  consideration  my 
fifteenth  annual  report,  to  December  31,  1889.  Contained  therein  will  be  found 
a  list  of  the  officers  and  members  composing  the  force;  a  record  of  the  fires  and 
alarms  of  fire  which  have  occurred  during  the  year,  together  with  the 
losses  and  insurance  thereon,  and  the  amount  of  insurance  paid;  a  statement 
showing  the  loss  on  property  not  insured,  also  tables  which  appear  to  be  calcu- 
lated to  show  the  increased  efficiency  of  this  branch  of  the  fire  service. 

The  members  of  the  Underwriters'  Fire  Patrol  force  are  engaged  in  no  other 
business,  but  are  obliged  to  give  their  whole  time  and  attention  to  the  duties 
required  of  them  in  their  respective  positions,  and  it  is  from  them  that  the 
underwriters  and  public  generally  expect  a  constantly  higher  degree  of  efficiency 
and  method,  in  the  protection  of  property  from  damage  by  fire  and  water. 

The  force  has  continued  to  maintain  its  reputation  for  promptness  and  effi- 
ciency, and  during  the  past  year  has  given  ample  evidence  of  the  skill  and  daring 
with  which  the  members  discharge  their  various  duties. 

One  new  wagon  has  been  added  to  the  apparatus  during  the  year,  which  takes 
the  place  of  No.  3  or  small  wagon  (same  has  been  in  service  thirteeen  years, 
and  had  become  unfit  for  duty). 

The  horses  are  all  in  fine  condition,  only  one  change  being  made  during  the 
year.  "Old  Tom,"  while  on  his  way  to  a  fire,  missed  his  footing  and  fell,  caus- 
ing serious  injuries,  which  made  him  unfit  for  further  service.  The  vacancy  was 
filled  by  the  purchase  of  another  horse. 

All  of  the  apparatus  is  in  good  order  and  has  been  kept  up  to  a  very  high 
standard.     In  short,  we  are  well  equipped  and  ready. 

In  conclusion-I  desire  to  express  my  hearty  thanks  to  the  President  and  Board 
of  Directors  for  the  lively  interest  which  they  have  manifested  in  everything  per- 
taining to  the  success  of  the  Patrol;  also  for  the  many  acts  of  kindness  and 
courtesy  which  I  have  experienced  at  their  hands. 

I  also  desire  to  express  my  indebtedness  to  David  Scannell,  Esq.,  Chief  of  the 
Fire  Department;  to  Mr.  Charles  Towe,  Fire  Marshal;  Mr.  Samuel  B.  Rankin, 
Superintendent  of  the  Fire  and  Police  Telegraph;  to  the  Chief  of  Police;  and 
every  officer  and  member  of  the  several  departments,  having  placed  me  under 
renewed  obligations  by  the  manner  in  which  they  have  rendered  valuable  assist- 
ance to  the  Patrol  on  numerous  occasions. 

To  the  officers  and  members  of  the  Patrol  force  I  am  under  many  obligations 
for  the  manner  in  which  all  have  discharged  their  duties,  and  to  all  who  have  lent 
a  helping  hand  please  accept  my  thanks. 

Very  respectfully  submitted, 

RUSSELL   WHITE, 

Superintendent  Fire  Patrol. 


[     6     ] 
LIST  OF  THE  MEMBERS  OF  THE  PATROL  FORCE. 

Station  No.  i. 
Nos.  106  and  108  Jessie  Street. 


Position 

Names. 

Age 

No.  op  Badge. 

Charles  H.  Okell 

35 
38 

Antone  D.  Yost 

Fred.  W.  Brown 

34 

33 
35 
25 
3i 
25 
32 

John  McGorry 

Phil  Dolan 

J.  F.  Templet  on 

Station  No.  2. 
Corner  Eddy  and    Polk  Streets. 


Lieutenant 
Private.. . . 

Private 

Private 

Private 


John  F.  O.  Comstock 
William  T.  Thoney.. 
Charles  Hartwig .... 

Charles  Thoney 

J.   J.   Fitzpatrick 


Russell  White,    Superintendent,  age  47. 
Headquarters,   Station  No.    1. 


RESIGNATIONS  AND  APPOINTMENTS  DURING  THE  YEAR. 

Resignations. 

W.  T.  Nash,   resigned  March  31st. 
H.  E.  Buckley,   resigned  April  29th. 
J.  M.  Jones,   resigned  October  2d. 

Appointments. 

Robert  T.  Ripley,  appointed  December  18th. 
Robert  H.  Sawyer,  appointed  December  18th. 
J.  J.  Fitzpatrick,   appointed  December  18th. 
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TOTAL  NUMBER  OF  ALARMS  RECEIVED  DURING  THE  YEAR. 

Received,  all  told 299 

Of  which  there  were  Bell  Alarms 264 

American  District  Telegraph 4 

Still  Alarms 31 

Total 299 

4  of  the  above  Alarms  were  false. 


SERVICES  PERFORMED  BY  THE  FORCE. 

Hours  in  service 335  hours  40  minutes. 

Number  of  Covers  spread 1, 203 

"         "   Fires  extinguished 11 

"         "   Fires  held  in  check 3 

"         "    Extinguishers  used 24 


LOCATION  AND    DATE    OF     FIRES     EXTINGUISHED     BY     THE 
PATROL    FORCE. 

January  25th.     Upholsterers  Goods 760  Mission  street. 

Mar.         6th.  Rubbish  under  sidewalk. ..S.  E.  cor.  New  Mont'g  and  Stevenson. 

Mar.       13th.     Am.  District  Telegraph  Office 222  Sansome  street. 

April  2d.     Paper  Stock 414-416  Clay  street. 

June        29th.     Power  Building 28-30  Jessie  street. 

July  3d.     Mattress  Factory 593—595  Mission  street. 

July  4th.     Dwelling 715  Ellis  street. 

July        30th.     Stable 711  Turk  street. 

Aug.       25th.     Saloon 527  Mission  street. 

Oct.  1st.     Saloon,  Grocery  and  Dwelling 527  Mission  street. 

Oct.        20th.     Coffee  Mills 29-37  Stevenson  street. 


GRADE    OF    LOSSES. 


Under  $100 

$100  to  $1,000. . . . 
$1,000  to  $10,000. 
$10,000  to  $20,000 
$20,000  to  $30,000 
$30,000  to  $40,000 


Aggregate 

$   2,901 

75 

32,409 

15 

175,227 

27 

"5.369 

29 

73,447 

S3 

77,897  85 

>        32  97 

352  27 

2,826  24 

14,421  16 

24,482  51 

38,948  92 
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THE     FOLLOWING     WILL     SHOW    THE    NUMBER    OF    COVERS 
SPREAD    AT    85    FIRES. 


7  Fires  of     1   Cover  each 7 


6 

'          2 

10 

3 

7 

4 

11 

5 

1 

6 

3 

7 

2        ' 

8 

4 

9 

5 

10 

3 

'        11 

1 

'        12 

1         ' 

13 

2         ' 

14 

1         ' 

15 

64 


Total  covers  spread  , 


30 
28 

55 
6 
21 
16 
36 
50 
33 
12 

13 

28 

i5 

362 

841 

1203 


2  Fires  of  16  Covers  each 32 

"    36 

"    76 

"    40 

"    21 

"    48 

"    25 

"    29 

"    33 

"    44 

"    63 

"    90 

"    116 

"    188 


21 
64 

85  Fires  where  covers  were  used. 


841 


ALARMS  ATTENDED  AND  DUTY  PERFORMED   BY  THE  PATROL 
SINCE  ITS  ORGANIZATION. 


1875 

1876 

i877 

1878 

1879 

1880 

1881 

1882 

1883 

1884 

1885 

1886 

1887 

1888 

1889 

Total 


168 
322 
372 
37o 
344 
352 
380 
343 
392 
319 
314 
405 
426 
404 
299 


5,210 


Covers  Spread     Hours  Duty 


206 
1,136 
1,269 
1,163 

808 
1,129 
1,140 
I,OI9 

1,133 

1,003 
1,422 
1,179 

i,335 

970 

1,203 


16,105 


132  15 
219  59 
229  46 
194  10 
175  10 
225  40 
312  20 
275  50 
287  30 
211  15 
273  10 

373  59 
382  20 
398  10 
335  40 


3,925  14 
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CONDENSED    SCHEDULE    OF    PROPERTY    ON    HAND    AT    THE 
PATROL    STATIONS. 

No.  i  Station,  Nos.  106  and  108  Jessie  Street. 

Horses 6 

Wagon  (Mercantile  District,  large) I 

Wagon  (Hill  District,  smaller) I 

Buggies  (for  Captain's  use) 2 

Covers 24.0 

Steam    Salvage  Pump    (for   pumping    water   from  basements   and  cellars 

after  fire) f 

Wagon    for    transporting  suction   hose,   coal,    ropes,    wrenches  and  other 

equipments 1 

Together  with  all  other  equipments. 


No.  2  Station,  N.  E.  corner  of  Eddy  and  Polk  Streets. 

Horses 2 

Wagon — for  regular  service I 

Wagon  (spare),  fully  equipped I 

Wagon  (spare),  unfit  for  service — small 1 

Covers 10a 

Together  with  all  other  equipments  suitable  for  the  service. 


Covers  in  u«e  by  the  Oakland  Fire  Department  (in  bad  order). it 

Coven  Io»«ed  San-  Francisco  Fire  Department 9 


[  12  ] 

TREASURER'S  REPORT 

—  OF  — 

RECEIPTS  AND  DISBURSEMENTS 

For  the  Year  Ending  December  31,  1889. 


I  herewith  submit  my  report  as  Treasurer  of  the  Underwriters'  Fire    Patrol 
,of  San  Francisco  for  the  year  ending  December  31,  1889  : 

1889.  Receipts. 

Balance  from  1888 $  3,169  18 

Jan.     26.     Assessment  No.  56,  levied  on  returns  of   December  31, 

1888 : 5.539  45 

April   27.     Assessment    No.    57,    levied    on    returns  of  March    31, 

1889 , 5,58205 

July     31.     Assessment  No.  58,  levied  on  returns  of  June  30,  1S89..      5,755  60 
Oct.     22.     Assessment  No.    59,   levied  on  returns  of  September  30, 

1889 6,551   45 

$26,597  73 
Disbursements. 

Dec.     31 .      Pay-roll $18,000  OO 

General  Expenses 4,°55  21 

Rent 2, 580  00 

Feed  Account 706  70 

Horse  Account 310  00 

Wagon  Account •....• 700  00 

Balance  on  Deposit  Anglo-California  Bank 245  82 

$26,597  73 

RUDOLPH   HEROLD,   Jr.,    Treasurer. 
Headquarters  Underwriters'  Fire  Patrol, 

San  Francisco,  January  8,   1890. 
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STATEMENT 

OF 

RECEIPTS  AND  DISBURSEMENTS 

OF    THE 

Underwriters'   Fire  Patrol  Relief  Association 

For  the  Year  Ending  December  31,  1889. 


1889.  Receipts. 

Balance  from  1888 $1,964  04 

Aug.    26.     Collected  from   Accident  Insurance  Co.  on  claim 

of  Capt .  R .  White $50  00 

Dec.     31.     Interest  on  Term  Deposit  Security  Savings  Bank..   72  42 
Interest  on  Ordinary  Deposit  Security  Savings  Bank  18  60 

141  02 

$2,105  06 

Disbursements. 

June     13.     Accident  insurance  premiums $     174  40 

Aug.    26.     Paid  claim  of  Capt.  R.  White 50  00 

Balance  on  Deposit  Security  Savings  Bank 1,880  66 

2,105  06 

RUDOLPH  HEROLD,  Jr., 

Secretary  and  Treasttrer. 
Headquarters  U.  F.  P.  Relief  Association, 

San  Francisco,  January  8,  1890. 
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FIRE    RECORD 


—  OF  — 

Fires  and  Alarms, 

Duty  Performed  and  Covers  Spread 

BY   THE    PATROL, 

For  the  Year  ending  December  ji  ,  iSSg. 

JANUARY, 

Wednesday,  False  alarm. 

2d,  Responded  to  by  Company  No.  2. 

12.23  A.  M.,  In  service  one  hour. 
I'.ox  275. 


Saturday,        Nos.  765  and  767  Folsom   street.     Frame  building  and  dwelling. 

5th,  Cause  of  lire,  upsetting  coal  oil  lamp. 

5.05  a.m.,      Responded  to  by  Company  No.  1. 
Box  157.        In  service  one  hour  and  ten  minutes. 

Insurance  on  building,  $2,500.     Losses  paid,  $645.45. 
Insurance  on  contents,  $2,000.     Losses  paid,  $350. 
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Monday,         Caroline    street,    between    Howard  and    Folsom  streets.     Frame 

7th,  stable  building. 

3.15  A.  M.,      Causeoffire,  unknown. 
Box  78.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  thirty-five  minutes. 
Insurance  on  contents,  $4,750.     Fosses  paid,  $300. 
Losses  on  property  not  insured,  $3,000. 

Monday,         No.  501  Harrison  street.     Frame  dwelling 
7th,  Causeoffire,  defective  furnace. 

12. 11  p.  M.,      Responded  toby  Company  No.  1. 
Box  58.         In  service  fifty  minutes. 

Insurance  on  building,  $16,000.     Losses  paid,  $110. 
Insurance  on  contents,  $5,500.     Losses  paid,  $15. 

Tuesday,         Nos.  576  aad  578  Howard  street.     Frame  building  and  dwelling. 

8th,  Cause  of  fire,  carelessness  with  coal  oil. 

7.50  P.  M.,      Responded  to  by  Company  No.  1. 
Still.  In  service  fifty  minutes. 

Covers  spread,    three. 

Insurance  on  building,  $1,000.  Losses  paid,  $199.10. 
Insurance  on  contents,  $300. 

Thursday,       N.  YV.  corner  of  Fourth  and  Berry  streets.      Frame  building. 
10th,  Causeoffire,  defective  range. 

6  A.  M.,        Responded  to  by  Company  No.  I. 
Box   156.        In  service  one  hour  and  fifty  minutes. 
Covers  spread,    three. 

Insurance  on  contents,  $1,500.     Losses  paid,  $100. 
Losses  on  property  not  insured,  $400. 

Monday,        N.  E.  corner  Market  and  Cough  streets.     Frame  building- 

14th,  Causeoffire,  supposed  defective  range  in  restaurant. 

1.33  a.  m.,     Responded  to  by  Company  No.  2. 
Box  84.         In  service  four  hours. 
Covers  spread,  ten. 

Insurance  on  buildings,  $2,000.  Losses  paid,  $1,000. 
Insurance  on  contents,  $3,600.  Losses  paid,  $1,451. 
Losses  on  property  not  insured,  $1,500. 


Wednesday, 
•      16th,   ' 

5  A.  M., 

Still. 


No.  8  Sixth  street,     Frame  building. 

Cause  of  fire,  spontaneous  combustion. 

Responded  to  by  Company  No.  1 . 

In  service  one  hour  and  twenty  minutes. 

Insurance  on  contents,  $1,400.     Losses  paid,  $373.50. 

Losses  on  property  not  insured,  $300. 
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Saturday,        No.  528  Noe  street.      Frame  buildings  and  dwellings 
19th,  Cause  of  fire,  supposed  carelessness  with  candle. 

12.10  p.  M.,      Responded  to  by  the  Captain. 
Box  273.        In  service  three  hours. 

Insurance  on  buildings,  $2,250.     Losses  paid,  $2,035. 
Losses  on  property  not  insured,  $1,224. 

Saturday,        No.  44  O'Farrell  street.     Brick  and  frame  buildings. 
19th,  Cause  of  fire,  spontaneous  combustion. 

1.05  p.  M.,      Responded  to  by  Company  No.   1. 
150x43.  In  service  one  hour  and  twenty  minutes. 

Covers  spread,  four. 

Insurance  on  buildings,  $11,200.     Losses  paid,  $358. 
Insurance  on  contents,  $300.     Losses  paid,  $50. 
Losses  on  property  not  insured,  Sioo. 


Sunday,         No.  206  Twenty-fourth  street.     Frame  dwellings. 
20th,  Cause  of  fire,  carelessness  with  gasoline. 

12.40  P.  M.,      Responded  to  by  the  Captain. 
Box  2S6.         In  service  one  hour. 

Insurance  on  buildings,  $2,000. 
Losses  on  property  not  insured,  $25. 

Sunday,         N.  E.  corner  of  Stockton  and  Jackson  streets.     Frame  building. 

20th,  Cause  of  fire,  unknown. 

3.41  P.  M.,      Responded  to  by  Company  No.  I. 
Box  14.  In  service  four  hours. 

Covers  spread,  nineteen. 

Insurance  on  building,  $4,000.  Losses  paid,  $1,430. 
Insurance  on  contents,  $8,500.  Losses  paid,  $2,178. 
Losses  on  property  not  insured,  $500. 

Monday,         No.  729  Pacific  street.     Frame  building. 

21st,  Cause  of  fire,  upsetting  coal  oil  lamp. 

9.31  A.  M.,     Responded  to  by  Company  No.  1. 
Box  14.  In  service  one  hour  and  ten  minutes. 

Covers  spread,  four. 

Insurance  on  buildings,  $500.     Losses  paid,  $410. 
Insurance  on  contents,  $2,000.     Losses  paid,  $653.67. 
Losses  on  property  not  insured,  $70. 

Monday,         No.  409  Dolores  street.     Frame  building. 

2 1st,  Cause  of  fire,  children  with  matches. 

4.53  P.  M.,      Responded  to  by  the  Captain. 
Box  271.        In  service  one  hour  and  forty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $65. 
Losses  on  property  not  insured,  $200. 


[       20       ] 

Tuesday,        N.  E.  corner  Market  and  Jones  streets.     Brick  building. 

22d,  Cause  of  fire,  supposed  incendiary. 

5.53  a.  m.,     Responded  to  by  Company  No.  2. 
Uox  95.         In  service  one  hour  and  twenty  minutes. 
Covers  spread,  three,  j. 

Insurance  on  building^  $202, 830.     Losses  paid,   $650. 
Insurance  on  contents,  $1,000.     Losses  paid,  $352.25. 

Tuesday,        No.  108  Stockton  street.     Frame  building. 

22d,  Cause  of  fire,  spark  from  grate. 

S.25  p.  if.,     Responded  to  by  Company  No.  1. 
box  43.  In  service  one  hour  and  thirty  minutes. 

Insurance  on  building,  $1,200.     Losses  paid,  $220. 
Insurance  on  contents,  $2,000.     Losses  paid,  $873. 

Wednesday,      No.  760  Mission  street.      Brick  building. 
23d,  Cause  of  fire,  carelessness  with  matches. 

11.07  A.  M.,      Responded  to  by  Company  No.  1. 
Box  62.  In  service  thirty  minutes. 

Extinguishers  used,  one.     Extinguished  by  Patrol. 
Losses,  $10.     No  claim. 

Thursday,       Nos.  609-13  Ellis  street.     Frame  dwellings. 

24th,  Cause  of  fire,  supposed  plumber's  stove. 

5.20  a.  m.,      Responded  to  by  Company  No.  2. 
Box  139.        In  service  two  hours  and  forty  minutes. 
Covers  spread,  twenty-nine. 

Insurance  on  building?,  $10,000.     Losses  paid,  $2,308.75. 
Insurance  on  contents,  $4,825.     Losses  paid,  $452. 
Losses  on  property  not  insured,  $500. 

Friday,  No.    319   Clay   street    and    No.    320   Commercial    street.      Brick 

25th,  buildings. 

9.39  i'.  M.,      Cause  of  fire,  defective  stove  in  dry  room. 
Box  27.  Responded  to  by  Companies  Nos.  1  and  2. 

In  service  four  hours. 
Covers  spread,  one  hundred  and  sixteen. 
Insurance  on  buildings,  $6,500.     Losses  paid,  $1,720. 
Insurance  on  contents,    $32,100.     Losses  paid,  $1 1,070. 

Saturday,        No.  2813  Bush  street.     Frame  dwelling. 

26th,  Cause  of  fire,  defective  chimney. 

4.30  P.  M.,     Responded  to  by  the  Captain. 
Box  217.        In  service  one  hour  and  twenty  minutes. 

Insurance  on  building,  $1,500.      Losses  paid,  $80. 
Losses  on  property  not  insured,  $50. 
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Saturday,        Nos.  1-5  Harrison  street.     Frame  building  (rear). 

26th,  Cause  of  fire,  unknown. 

8.15  P.  M.,     Responded  to  by  Company  No.'i. 
Box  36.  In  service  two  hours. 

Covers  spread,  twenty-four. 

Insurance  on  building,  $3,900.     Losses  paid,  $2,219.40. 
Insurance  on  contents,  $42,350.     Losses  paid,  $5,684.57. 
Losses  on  property  not  insured,  $5,635. 


Monday,        No.  546  Minna  street.     Frame  dwelling. 

28th,  Cause  of  fire,  defective  chimney. 

3.45  P.  M.,     Responded  to  by  Company  No.  2. 
Box  65.         In  service  fifty-five  minutes. 
Covers  spread,  three. 

Insurance  on  building,  $750.     Losses  paid,  $55. 
Losses  on  property  not  insured,  $10. 


Monday,        Nos.  702-6  Pacific  street.    Second  floor  three-story  brick  building. 

28th,  Cause  of  fire,  explosion  coal  oil  lamp. 

6.45  P.  M.,     Responded  toby  Company  No.  1. 
Box  17.  In  service  five  hour  and  forty  minutes. 

Covers  spread,  eleven. 

Insurance  on  building,  $3,636.     Losses  paid,  $315. 
Insurance  on  contents,  $9,400.     Losses  paid,  $380.65. 


Tuesday,        No.  2109  Jones  street.     Frame  dwelling  (rear). 

29th,  Cause  of  fire,  incendiary. 

1. 16  p.  M.,     Responded  to  by  the  Captain. 
Box  8.  In  service  one  hour  and  10  minutes. 

Insurance  on  buildings,  $600.     Losses  paid,  $111. 
Insurance  on  contents,  $600.     Losses,  $150.     Nothing  paid. 


Thursday,       Merchants  Exchange   Building,    California  street. 

31st,  in  closet. 

1.53  P.  M.,     Cause  of  fire,  carelessness  with  matches. 
Still.  Responded  to  by  Company  No.  1. 

In  service  twenty-five  minutes. 
Losses,  $25.     No  claim. 


Second  floor 
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FEBRUARY. 


Sunday, 
3d, 

6.37   P.  M. 

Box  265. 


Monday, 

4th, 

[O.06  p.  M., 

A.  D.  T. 

Thursday, 
7th, 

1.50  P.  M. 

Box  184. 


Friday, 
8th, 

1. 12  A.  M. 

Box  75. 


Thursday, 
14th, 

I.20  A.  M. 

Box  62. 


Thursday, 

14th, 

[O.45  P.  M. 

Box  58. 


Nos.  215-19  Mission   street,   and  S.  E.  corner  of  Beale  and  Mi 

sion  streets.      Frame  building,  saloon,  etc. 
Cause  of  fire,  explosion  of  coal  oil  lamp. 
Responded  to  by  Company  No.  1. 
In  service  two  hours. 
Covers  spread,  twenty-four. 
Insurance  on  buildings,  $1,800. 
Insurance  on  contents,  $4,900. 


Losses  paid,  $960. 
Losses  paid,  $565.35. 


Losses  on  property  not  insured,  $977. 

Sutter  street,  between  Dupont  and  Stockton  streets. 
False  alarm  from  hall  box. 
Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 

No.  1 1 19  Fols^om  street.     First  floor  of  two-story  frame  building. 

Bakery  and  dwelling. 
Cause  of  fire,  children  with  matches. 
Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 

Insurance  on  building,  $2,000.     Losses, -$50.     No  claim. 
Insurance  on  contents,  $700.     Losses  paid,  $58.60. 

N.    W.   corner    of   Mission    and    Seventh    streets.      Three-story 

frame  building.     Saloon  and  grocery. 
Cause  of  fire,  defective  coffee  heater. 
Responded  to  by  Company  No.  2. 
In  service  one  hour  and  twenty  minutes. 
Covers  spread,  three. 

Insurance  on  building,  $2,000.     Losses  paid,  $200. 
Insurance  on  contents,  $1,500.     Losses  paid,  $125. 

No.  264  Jessie  street.     Two-story  frame   building.     Saloon  and 

dwelling. 
Cause  of  fire,  unknown. 
Responded  to  by  Company  1. 
In  service  forty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $100. 
Insurance  on  contents,   $1,200.     Losses  paid,  $45.65. 


No.  217  F'irst  street.      Empire  Iron  Works  and   Foundry 

one-story  frame  building. 
Cause  of  fire,  spark  from  smoke-stack. 
Responded  to  by  Company  No.  1. 
In  service  twenty- five  minutes. 
Insurance  on  buildings,  $3,000.     Losses  paid,  $10. 


Roof 


[     23     ] 

Friday,         Nos.  1413-17  Polk  street.     Two-story  frame  building. 
15th,  Cause  of  fire,  overheated  stove  in  laundry. 

2.28  A.  M.,      Responded  to  by  Company  No.  1. 
Box  135.        In  service  two  hours. 

Insurance  on  building,  $9,500.     Losses  paid,  $6,000. 
Insurance  on  contents,  $3,500.     Losses  paid,  $434. 

Friday,  No.  519  Chestnut  street.     Roof  of  frame  dwelling. 

15th,  Cause  of  fire,  defective  stove  pipe. 

12.53  P.  M.,     Responded  to  by  Company  No.  1. 
Box  2.  In  service  fifty  minutes. 

Covers  spread,  one. 
Insurance  on  buildings,  $2,000.     Losses  paid,  $50. 

Saturday,        No.  53  Beale  street.    Two-story  frame  building.    Blacksmith  shop. 

16th,  Cause  of  fire,  spontaneous  combustion. 

8.02  P.  M.,      Responded  to  by  Company  No.  1. 
Box  265.        In  service  forty-five  minutes. 
Covers  spread,  two. 

Held  in  check  until  arrival  of  Fire  Department. 
Insurance  on  building,  $400.  Losses  paid,  $25. 
Insurance  on  contents,  $4,000.     Losses  paid,  $95. 

Sunday,         No.  2206  Powell  street.     One-story  frame  building. 
17th,  Cause  of  fire,  defective  flue. 

6.35  P.  M.,      Responded  to  by  Company  No.  1. 
Box  192.        In  service  forty-five  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $118. 
Losses  on  property  not  insured,  $50. 

Monday,        N.  E.   corner   of  Main   and   Mission  streets.     Feed  mill.     Two- 

18th,  story  frame  building. 

7.42  P.  M.,     Cause  of  fire,  spark  from  furnace. 
Box  265.        Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Covers  spread,  five'. 

Insurance  on  building,  $6,000.     Losses,  $15.     No  claim. 
Losses,  $30.     No  claim. 
Losses  on  property  not  insured,  $15. 

Monday,         No.  129  Eleventh  street.     Two-story  frame  building.     Dwelling. 

1 8th,  Cause  of  fire,  carelessness  with  matches. 

7.59  P.  M.,      Responded  to  by  Company  No.  2. 
Box  71.  In  service  fifty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $25. 
Insurance  on  contents,  $500.     Losses  paid,  $30. 
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Monday,         No.   719  Market  street.     Four-story  brick 

iSth,  store. 

9.12  p.  m.,     Cause  of  fire,  unknown. 
Box 48.         Responded  to  by  Company  No.  1. 
In  service  three  hours. 
Covers  spread,  two. 

Insurance  on  building,  $8,850.     Losses  paid, 
Insurance  on  contents,  $2,000.     Losses  paid 


ling.     Furniture 


$138- 
$262.25. 


Wednesday,     No.    23    Stevenson   street.      Second    floor    of    four-story    brick 
20th,  building.     Assay  works. 

8.48  P.  M.,     Cause  of  fire,  friction  of  machinery. 
Telephone.     Responded  to  by  Company  No.  1. 
In  service  thirty  minutes. 
Covers  spread,  one. 

Extinguishers  used,  one.     Extinguished  by  the  Patrol. 
Losses,  $10.     No  claim. 


Friday,         Market  and  Church  streets.     One-story  frame  building.     Stable. 
22d,  Cause  of  fire,  tramps  smoking. 

8.23  A.  M.,     Responded  to  by  Company  No.  2. 
Box  361.        In  service  fifty  minutes. 

Losses  on  property  not  insured,   $200. 

Friday,  No.  824  Greenwich  street.    Two-story  frame  building.    Dwelling. 

22d,  Cause  of  fire,  carelessness  with  a  candle. 

6.06  P.  M.,     Responded  to  by  Company  No.  1. 
Box  2.  In  service  fifty  minutes. 

Losses  on  property  not  insured,   $10. 


Tuesday,        Nos.    8-12   Gough  street.      Two-story  frame  building.      Paint 

26th,  works. 

9.08  P.  M.,     Cause  of  fire,  defective  chimney. 
Box 84.  Responded  to  by  Company  No.  2. 

In  service  one  hour  and  forty-five  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,  $854.02. 

VVednesday,     No.    221    California    street.       Two-story   brick    building.       Oil 

27  th,  warehouse. 

6.45  A.  M.,     Cause  of  fire,  spontaneous  combustion. 
Box  264.        Responded  to  by  Company  No.  1. 
In  service  thirty  minutes. 
Insurance  on  building,  $12,000.     Losses  paid,  $17.50. 
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Thursday,       Fifteenth  and  Dolores  streets.    Two-story  frame  building.   Stable. 

28th,  Cause  of  fire,  pipe  smoking. 

11.23  p.  M.,     Responded  to  by  Company  No.  2. 
Box  74.         In  service  two  hours. 

Insurance  on  building,  $300.  Losses  paid,  $175. 
Insurance  on  contents,  $570.  Losses  paid,  $500. 
Losses  on  property  not  insured,  $10. 


MARCH, 


Friday, 

1st, 

2.48  A.  M. 

Still. 


Saturday, 
2d, 

I.20  A.  M. 

Box  153. 


Wednesday, 
6th, 

3  A.   M., 

Still. 


Thursday, 
7th, 

6.45  A.  M. 

Still. 


Wednesday, 
I3th, 

6.O5  A.    M., 

Box  182. 


No.  39  Natoma  street.     Two-story  frame  building.     Dwelling. 

Cause  of  fire,  explosion  of  coal  oil  lamp. 

Responded  to  by  Company  No.  1. 

In  service  forty  minutes. 

Covers  spread,  three. 

Insurance  on  building,  $1,800.     Losses  paid,  $225. 

Insurance  on  contents,  $1,250.     Losses  paid,  $466. 

Seventh  street,  near  Bryant.     One-story  brick  building.     Shoddy 

woik. 
Cause  of  fire,  spontaneous  combustion. 
Responded  to  by  Company  No.  1. 
In  service  one  hour  and  forty  minutes. 
Losses  on  property  not  insured,  $250. 

S.  E.  corner  of  New  Montgomery  and  Stevenson  streets.  Three- 
story  brick  building,  under  the  sidewalk.  Stock  culinary 
goods. 

Cause  of  fire,  carelessness  with  cigar  thrown  into  bundle  of  old 
paper. 

Responded  to  by  Company  No.  1 . 

In  service  twenty  minutes. 

Extinguishers  used,  one.     Extinguished  by  the  Patrol. 

In  the  stream  foot  of  Harrison  street,   on  board   vessel  called 

"Chasca." 
Cause  of  fire,  spontaneous  combustion. 
Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 
Losses  on  property  not  insured,  $3,500. 

King  street,  near  Seventh.     First  floor  one-story  frame  building. 

Storage  of  lime. 
Cause  of  fire,  slacking  of  lime  by  rain  storm. 
Responded  to  by  Company  No.  1. 
In  service  forty-five.minutes. 
Losses  on  property  not  insured,  $200. 
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Wednesday,      King  street,  near  Seventh.     First  floor  one-story  frame  building. 

13th  Storage  of  lime. 

10.05  a.  m.,     Cause  of  fire,  rekindling  of  fire  at  6.05  A.  M. 
Box  182.       Responded  to  by  Company  No.  1. 
In  service  forty-five  minutes. 

Wednesday,     No.  222  Sansome  street.     First  floor  three-story  brick  building. 
13th,  Telegraph  office. 

4.41  P.  m.,     Cause  of  fire,  electric  light  wires. 
Box  31.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  building,  $6,000.     Losses  paid,  $30. 
Losses  on  property  not  insured,  $50. 


Thursday, 

14th, 

8.19  A.  M., 

Box  61. 


Saturday, 
16th, 

6.14  P.   M. 

Box  314. 


Wednesday, 
20th, 

2.55  A.    M., 

Box  142. 


Saturday, 

11    P.    JM., 

Box  61. 


No.  208  Third  street.     Second   floor   two-story  frame  ;building. 

Dwelling. 
Cause  of  fire,  kindling  fire  with  coal  oil. 
Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $10. 
Losses  on  property  not  insured,  $100. 

No.  1920  Pine  street.     First    floor  of  two-story  frame  building. 

Dwelling. 
Cause  of  fire,  defective  range. 
Responded  to  by  Company  No.  2. 
In  service  one  hour  and  thirty  minutes. 
Insurance  on  building,  $4,500.     Losses  paid,  $174.56. 
Insurance  on  contents,  $3,500.     Losses  paid,  $15. 

No.  1007  Valencia  street.     First  floor  of  two-story  frame  build- 
ing.    Barber  shop. 
Cause  of  fire,  carelessness  with  candle. 
Responded  to  by  the  Captain. 
In  service  one  hour  and  fifteen  minutes. 
Insurance  on  building,  $5,000.     Losses,  $5.      No.  claim. 
Losses  on  property  not  insured,  $25. 


No.   248    Third    street.     Two-story    frame    building. 

store.  . 
Cause  of  fire,  carelessness  with  cigar. 
Responded  to  by  Company  No.  1. 
In  service  one  hour  and  thirty  minutes. 
Covers  spread,  nine. 

Insurance  on  building,  $34,700.     Losses  paid,  $910. 
Insurance  on  contents,  $7,000.,    Losses  paid,  $152.50. 
Losses  on  property  not  insured,  $210. 


Crockery 


Saturday,       No.  135  Langton  street. 

23d,  ing.     Dwelling. 

8.49  P.  M.,     Cause  of  fire,  carelessness  with  wax  taper, 
Box  153.        Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 
Losses  on  property  not  insured,  $5. 
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Second  floor  of  two-story  frame  build- 


Sunday,         No.  16 10  Mission  street.     Second  floor   of  the   two-story  frame 

24th,  building.     Dwelling. 

4.45  A.  M.,      Cause  of  fire,  unknown. 
Box  72.        Responded  to  by  Company  No.  2. 

In  service  one  hour  and  thirty  minutes. 

Covers  spread,  five. 

Insurance  on  building,  §500.     Losses  paid,  $250. 

Insurance  on  contents,  $1,200.     Losses  paid,  $185. 


Tuesday,       No.  135  Kearny  street.     First  story  of  four-story  brick  building. 

26th,  Clothing  store. 

9.20  P.  M.j     Cause  of  fire,  supposed  defective  sad-iron  heater. 
Box  46.         Responded  to  by  Company  No.  1. 
In  service  two  hours. 
Covers  spread,  four. 

Insurance  on  building,  $20,000.     Losses  paid,  $1,170. 
Insurance  on  contents,  $24,000.     Losses  paid,  $15,840. 


First  floor  of  one-story  frame  build- 


Thursday,       No.  388  Francisco  street. 

28th,  ing.     Restaurant. 

II.44  P.  M.,      Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  192.         Responded  to  by  Company  No.  1. 
.     In  service  three  hours. 
Covers  spread,  eleven. 

Insurance  on  building,  $2,000.     Losses  paid,  $750. 
Insurance  on  contents,  $750.     Losses  paid,  $508. 
Losses  on  property  not  insured,  $1,275. 


Saturday,        No.  7 1  Water  street .     Basement    floor  of  one-story   frame    build- 

30th,  ing.     Dwelling  and  stable. 

8.20  P.  M.,      Cause  of  fire,  supposed  carelessness  with  matches. 
Box  192.         Responded  to  by  Company  No.  1. 

In  service  fifty  minutes. 

Insurance  on  building,  $500.     Losses  paid,  $65. 

Losses  on  property  not  insured,  $425. 
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Sunday,         No.  46  Seventh  street.     First  floor  of  two-story  frame   building. 

31st,  Fruit  store. 

3  A.  M.,         Cause  of  fire,  incendiary. 
Still.  Responded  to  by  the  Captain. 

In  service  one  hour  and  thirty  minutes. 

Insurance  on   contents,  $500.     Losses,   $125.     Assured  has  left 

the  city  and  cannot  be  found. 
Losses  on  property  not  insured,  $50. 


APRIL. 


Tuesday, 

2d, 
9.30  P.  M., 
Telephone. 


Wednesday, 
3d, 

I.07  A.  M., 

Box  28. 


Basement  floor  ten-story  brick  build- 


Nos.  414-16  Clay  street. 

ing.      Paper  stock. 
Cause  of  fire,  carelessness  with  candle. 
Responded  to  by  Company  No.  1 . 
In  service  thirty-five  minutes. 
Losses,  $10.     No  claim. 

No.    26    Quincy    Place.     First  floor  two-story   frame  building. 

Dwelling. 
Cause  of  fire,  cigarette  smoking. 
Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  building,  $1,100.     Losses  paid,  $125. 
Insurance  on  contents,  $1,000.     Losses  paid,  $27.50. 


Thursday, 

4th, 
9.04  P.  M., 
Box  235. 


S.  W.  corner  of  Twenty-second  street  and  Potrero  avenue.    One- 
story  frame  building.     Stable. 
Cause  of  fire,  defective  chimney. 
Responded  to  by  the  Captain. 
In  service  one  hour. 
Losses  on  property  not  insured,  $20. 


Thursday,  Stevenson  and  Ecker  streets. 

4th,  Cause  of  fire,  needless  alarm  for  slight  fire  in  the  street. 

10.29  P.  M.,  Responded  to  by  Company  No.  1. 

Box  261.  In  service  twenty  minutes. 


Friday,  Harrison    and   Thirteenth    streets.     Second    floor    of    two-story 

5th,  frame  building.     Stable. 

2.40  P.  M.,     Cause  of  fire,  cigarette  smoking  in  hay  loft. 
Box  79.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  forty  minutes. 
Insurance  on  building,  $500.     Losses  paid,  $285, 
Insurance  on  contents,  $2,300.     Losses  paid,  $200. 
Losses  on  property  not  insured,  $205. 


Friday,  No.  265  Clementina  street.     Second  floor  two-story  frame  build- 

5th,  ing.     Dwelling. 

S.io  p.  m.,     Cause  of  fire,  carelessness  with  candle. 
Box  157.       Responded  to  by  Company  No.  1. 

In  service  thirty-five  minutes. 

Covers  spread,  one. 

Insurance  on  building,  $1,200.     Losses  paid,  $83. 

Insurance  on  contents,  $700.     Losses  paid,  $190. 


Saturday,       No.   257    Perry  street.     Second  floor  of  three-story  frame  build- 

6th,  ing.     Dwelling. 

10.43  a.  M.,      Cause  of  fire,  carelessness  with  gasoline. 
130x63.  Responded  to  by  Company  No.  1. 

In  service  forty  minutes. 
Losses  on  property  not  insured,  $20. 


Saturday,        Nos.   210-12   Sixth  street.     Fiist  floor  three-story  fiame  build- 

6th,  ing.      Dry  goods  store. 

7.44  p.  M.,     Cause  of  fire,  carelessness  with  matches. 
Box  75.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  twenty  miuutes. 
Insurance  on  building,  $4,000. 

Insurance  on  contents,  $25,000.     Losses  estimated,   $100.     Dis- 
puted.    Not  settled  June  18,  1SS9. 


Sunday,         Nos.    13-15    Fremont    street.      Roof    of    the     three-story    bricl- 

14th,  building.     Machine  shop. 

2.50  P.  M.,      Cause  of  fire,  unknown. 
Box  52.         Responded  to  by  Company  No.  1. 

In  service^one  hour  and  ten  minutes. 

Covers  spread,  thiitaen. 

Insurance  on  building,  $4,000.     Losses  paid,  $175. 

Insurance  on  contents,  $6,000.     Losses  paid,  $529.74. 


Tuesday,       No.  2836  California  street.     First  floor  of  two-story  frame  builc 

1 6th,  ing.     Dwelling. 

1.34  A.  M.,     Cause  of  fire,  defective  stove. 
15ux  324.        Responded  to  by  the  Captain. 

In  service  one  hour  and  forty  minutes. 

Insurance  on  building,  $6,800.     Losses  paid,  $80. 

Insurance  on  contents,  $14,000.     Losses,  $25.     No  claim. 
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Thursday,       No.  335  Kearny  street.     First  floor  of  three-story  brick  building. 

18th,  Pipe  and  tobacco  store. 

10.19  p-  m-j      Cause  of  fire,  supposed  carelessness  with  matches. 
Box  12.         Responded  to  by  Company  No.  1. 
In  service  two  hours. 
Covers  spread,  five. 

Insurance  on  building,  $22,000.     Losses  paid,  $235. 
Insurance  on  contents,  $3,000.     Losses  paid,  $950. 

Monday,         No.    9    Lick    alley.     First    floor    of    one-story    frame    building. 
22d,  Dwelling. 

12.05  A-  M->     Cause  of  fire,  cigarette  smoking. 
Box  52.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Insurance  on  building,  $150.     Losses  paid,  $25. 

Wednesday,      No.  25  Birch  avenue.    Second  floor  of  frame  building.  Dwelling. 
24th,  Cause  of  fire,  careless  use  of  gasoline. 

4.09  P.  M.,      Responded  to  by  Company  No.  2. 
Box  76.         In  service  fifty-five  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,  $190. 
Losses  on  property  not  insured,  $100. 

Saturday,        Nos.  10-16  Waverly  Place.      First  floor  of  one-story  frame  build- 

27th,  ing.     Chinese  stores. 

2.38  A.  M.,      Cause  of  fire,  unknown. 
Box  25.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  twenty  minutes. 
Covers  spread,  five. 
Insurance  on  contents,  $1,000. 
Losses  on  property  not  insured,  $675. 

Sunday,  No.  2729  Pine  street. 

2Sth,  Cause  of  fire,  burning  chimney. 

7.06  P.  M.,  Responded  to  by  Company  No.  2.     No  damage. 

Box  217.  In  service  fifty  minutes. 

Tuesday,        No.    728   Jackson  "street.      Second    floor    of    three-story   brick 
30th,  building.     Tailor  shop. 

11.30  p.  M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Still.  Responded  to  by  Company  No.  1. 

In  service  one  hour  and  twenty  minutes. 

Insurance    on    building   and   improvements,   $500.     Losses,  $10. 

No  claim. 
Insurance  on  contents,  $350.     Losses  paid,  $20. 
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MAY. 


Wednesday, 

1st, 

IO.05  A.  M. 

Box  130. 


Friday, 

3d, 
Box  25. 


Saturday, 

4th, 

IO.45  P.  M. 

Box  17. 


Monday, 
6th, 

2.53  A.   M. 

Box  4. 


Monday, 

6th, 

u. 38  a.  M. 

Box  97. 

Tuesday, 
7th, 

7.22  P.   M. 

Box  26. 


No.  1219  Sutter  street.      First  floor  of  two-story  frame  dwelling. 

Cause  of  fire,  carelessness  with  wax  taper. 

Responded  to  by  Company  No.  2. 

In  service  forty-five  minutes. 

Insurance  on  contents,  $2,400.     Losses  paid,  $127.51. 

No.  819  Sacramento  street.     First   floor  of  two-story   brick    and 

frame  building.     Cigar  factory. 
Cause  of  fire,  unknown. 
Responded  to  by  Company  No.  1. 
In  service  two  hours  and  fifty  minutes. 
Covers  spread,  two. 

Insurance  on  building,  $2,166.67.     Losses  paid,  $335. 
Insurance  on  contents,  $6,600.      Losses  paid,  $5,246.96. 

No.  638  Pacific  street.      First  floor  of  three-story  brick  building. 

Chinese  laundry. 
Cause  of  fire,  overheated  stove. 
Responded  to  by  Company  No.  1. 
In  service  one  hour  and  ten  minutes. 
Covers  spread,  four. 

Insurance  on  building,  $2,200.      Losses  paid,  $511. 
Insurance  on  contents,  $700.      Losses  paid,  $150. 

No.   236    Greenwich   street.     Second    floor    of    two-storv    frame 

building.     Dwelling. 
Cause  of  fire,  carelessness  with  candle. 
Responded  to  by  Company  No.  1. 
In  service  one  hour  and  forty  minutes. 
Insurance  on  building,  $i,oco.     Losses  paid,  $540. 
Insurance  on  contents,  $900.     Losses  paid,  $287.25. 
Losses  on  property  not  insured,  $425. 

No.  453  Golden  Gate  avenue.      Dwelling. 
Cause  of  fire,  burning  out  of  chimney. 
Responded  toby  Company  No.  2. 
In  service  thirty  minutes. 

Nos.  310-312   Battery  street.     Second   floor  of  two-story  brick 

building.      Printing  office. 
Cause  of  fire,  supposed  spark  from  furnace. 
Responded  to  by  Company  No.  1. 
In  service  one  hour  and  ten  minutes. 
Covers  spread,  eight. 

Insurance  on  building,  $4,500.      Losses  paid,  $103. 
Insurance  on  contents,  $8,500.     Losses  paid,  $65. 
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Thursday, 

9th, 
2.52  A.  M. 

3  A.   M., 

13ox   78 

and 

2d  alarm. 


Friday, 

10th, 

1. 19  A.  M. 

Box  281. 


Ninth   street,    between    Bryant    and    Harrison   streets.     Three- 
story  frame  building.      Box  factory. 
Cause  of  fire,  unknown. 
Responded  to  by  Companies  Nos.  1  and  2. 
In  service  three  hours. 
Covers  spread,  five. 

Insurance  on  building,  $16,363.     Losses  paid,  $5,134. 
Insurance  on  contents,  $13,125.      Losses  paid,  $11,266.50. 
Losses  on  property  not  insured,  $3,745.46. 


First  floor  two-story  frame 


Sixth  avenue,  South  San  Francisco. 

building.     Dwelling. 
Cause  of  fire,  unknown. 
Responded  to  by  the  Captain. 
In  service  three  hours. 

Insurance  on  building,  $2,000.  Losses  paid,  $1,900. 
Insurance  on  contents,  $1,000.  Losses  paid,  $1,000. 
Losses  on  property  not  insured,  $798. 


streets.     Second  floor 


Tuesday,        S.  E.  corner  of   Sanchez   and   Seventeent 

14th,  two-story  frame  building.      Stable. 

9.20  A.  M.,     Cause  of  fire,  carelessness  with  matches. 
Box  271.        Responded  to  by  the  Captain. 
In  service  one  hour. 
Losses  on  property  not  insured,  $1. 

Tuesday,  Nos.   516-18    Market   street.     Fourth    floor   of   four-story    brick 
14th,  building.     Glove  factory. 

10.30  P.  M.,  Cause  of  fire,    supposed  spontaneous  combustion  in  glove  factory. 

10.44  P.  m.,  Responded  to  by  Company  No.  1. 

Box  38.  In  service  three  hours  and  fifteen  minutes, 

previous  Covers  spread,  twenty-five. 

Still.  Insuiance  on  building,  $10,000.     Losses  paid,  $625. 

Insurance  on  contents,  $274,250.     Losses  paid,  $13,653.45. 

Wednesday,      Sutter  and  Jones  streets. 

15th,  Cause  of  fire,  boys  with  matches  burning  grass. 

Box  41.         Responded  to  by  Company  No.  1. 
In  service  thirty-five  minutes. 

Friday,  Nos.   633-41    Post   street.       Second    floor    of    two-story    frame 

17th,  building.      Dwelling. 

11.52  A.  M.,      Cause  of  fire,  hot  ashes  in  coal  oil  can  near  wood  work. 
Box  41.         Responded  to  by  Company  No.  2. 
In  service  two  hours. 

Insurance  on  building,  $3,500.     Losses  paid,  $700. 
Insurance  on  contents,  $2,350.      Losses  paid,  $517.50. 
Losses  on  property  not  insured,   $1,110. 
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Friday,  False  alarm. 

17th,  Responded  to  by  the  Captain. 

12.01  A.  m.,  In  service  forty  minutes. 
Box  125. 

Saturday,        No.  818  Battery  street.     First  floor  of  two-story  brick  building. 

i8th,  Dry  house. 

5.57  P.  M.,     Cause  of  fire,  defective  fruit-drying  apparatus. 
Box  5.  Responded  to  by  Company  No.  1. 

In  service  one  hour  and  forty  minutes. 

Covers  spread,  fifteen. 

Insurance  on  building,  $7,500.     Losses  paid,  $785. 

Insurance  on  contents,  $2,000.     Losses  paid,  $1,150. 

Losses  on  property  not  insured,  $3,875. 

Sunday,  Sixth  Street  Dump.      First  floor  of  one-story  frame  building. 

19th,  Cause  of  fire,  drunkenness. 

10.30  P.  M.,      Responded  to  by  Company  No.  1. 
Box  182.        In  service  forty  minutes. 

Losses  on  property  not  insured,  $25. 

Monday,        Nos.  556-58  Mission  street  (rear).     First  floor  of  one-story  frame 
20th,  building.     Plumber's  goods. 

9  P.  M.,        Cause  of  fire,  unknown. 
9.03  P.  M.,      Responded  to  by  Company  No.  1. 
Box  54,         In  service  two  hours, 
previous         Covers  spread,  twenty. 
Still.  Insurance  on  building,  $4,250.     Losses  paid,  $214.50. 

Insurance  on  contents,  $21,850.     Losses  paid,  $1,513. 
Losses  on  property  not  insured,  $2,350. 


Tuesday,        Nos.  17 13-15  Powell  street.     Two-story  frame  building. 
2 1st,  and  dwelling. 

A.  M.,      Cause  of  fire,  supposed  carelessness  with  cigarettes. 
Box  8.  Responded  to  by  Company  No.  1. 

In  service  two  hours  and  twenty  minutes. 

Covers  spread,  eighteen. 

Insurance  on  buildings,  $15,000.     Losses  paid,  $7,200. 

Insurance  on  contents,  $8,600.     Losses  paid,  $6,864. 

Losses  on  property  not  insured,  $136. 


Church 


Tuesday,  No.  406  Lombard.     Frame  dwelling 

21st,  Cause  of  fire,  burning  chimney. 

9.03  P.  M.,  Responded  to  by  Company  No.  2. 

Pox  2.  In  service  thirty  minutes. 
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Tuesday,  False  alarm. 

28th,  Responded  to  by  Company  No.  2. 

4.02  P.  M.,  In  service  forty  minutes. 
Box  213. 


Tuesday,        Nos.  237-39  Beale  street  (rear).     Roof  of  one-story  frame  build- 

28th,  ing.      Iron  foundry. 

8.06  P.  M.,      Cause  of  fire,  spark  from  smoke  stack. 
Box  265.        Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Losses  on  property  not  insured,  $100. 

Wednesday,     No.  627  Fell  street.     First  floor  of  two-story  frame  building. 
29th,  Cause  of  fire,  defective  chimney. 

8.59  a.  M.,     Responded  to  by  Company  No.  2. 
Box  384.        In  service  fifty-five  minutes. 

Insurance  on  building,  $1,450.     Losses  paid,  $35. 
Losses  on  property  not  insured,  $25. 

Thursday,  No.  131  Prospect  Place.     Dwelling. 

30th,  Cause  of  fire,  burning  chimney. 

12.21  P.  m.,  Responded  to  by  Company  No.  1. 

Box  29.  In  service  twenty-five  minutes. 

Thursday,       Jersey  street,  near  Castro  street.     First  floor  of  one-story  frame 

30th,  building.     Smoke  house. 

1.33  p.  m.,     Cause  of  fire,  hot  ashes  near  wood. 
Box  278.        Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 

Losses  on  property  not  insured,  $25. 

Thursday,  No.  538  Mission  street. 

30th,  Cause  of  fire,  defective  chimney. 

5.12  p.  m.,  Responded  to  by  Company  No.  1. 

Still.  In  service  fifteen  minutes. 

Thursday,       No.  17  Sumner  street.     Second  floor  of  two-story  frame  dwelling^ 

30th,  Cause  of  fire,  defective  chimney. 

8.26  p.  m.,     Responded  to  by  Company  No.  2. 
Box  73.         In  service  forty  minutes. 

Insurance  on  building,  $2,000.     Losses,  $10.     No  claim. 
Insurance  on  contents,  $1,000. 

Friday,  No.  1108  Market  street.     First  floor  of  four-story  frame  building. 

31st,  Dry  goods  store. 

8.05  p.  M.,      Cause  of  fire,  gas-light  in  show  window. 
Still.  Responded  to  by  the  Captain. 

In  service  forty  minutes. 
Insurance  on  contents,  $2,830.     Losses  paid,  $300. 
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JUNE. 


Saturday,        No.  509  Market   and   14  First  street.      First  floor  of  three-story 

1st,  brick  building.     Pump  and  mill  machinery. 

2.30  p.  M.,     Cause  of  fire,  carelessness  with  matches. 
Still.  Responded  to  by  Company  No.  1. 

In  service  twenty  minutes. 
Insurance  on  contents,  $9,500.     Losses  paid,  $172.50. 

Saturday,        No.    191 1    McAllister    street.     First    floor   of    three-story  frame 
1st,  building.     Dwelling. 

10.56  P.  M.,      Cause  of  fire,  supposed  cigarette  smoking. 
Box  249.        Responded  to  by  the  Captain. 

In  service  one  hour  and  forty  minutes. 

Insurance  on  building,  $6,500.      Losses  paid,  $2,922.50. 

Sunday,         Nos.    205-11    Battery    street.     Third  floor   of  three-story  brick 

2d,  building.     Billiard  table  factory. 

1.28  P.  M.,      Cause  of  fire,  supposed  defective  dry  room. 
Box  31.         Responded  to  by  Companies  Nos.  1  and  2. 
In  service  three  hours. 
Covers  spread,  ninety. 

Insurance  on  buildings,  $8,000.     Losses  paid,  $3,585.50. 
Insurance  on  contents,  $17,250.     Losses  paid,   $4,723.90. 

Tuesday,        No.  140  Folsom  street.      Second  floor  of   two-story  frame  build- 

4th,  ing.     Iron  foundry. 

7.55  P.  M.,      Cause  of  fire,  overheated  furnace. 
Box  36.         Responded  to  by  Company  No.  I. 
In  service  fifty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,   $50. 
Losses  on  property  not  insured,  $75. 

Thursday,       S.  E.  corner  of  Front   and    Union   streets.     First    floor  of   two- 

6th,  story  frame  building.      Boat  builder. 

2.57  P.  M.,      Cause  of  fire,  unknown. 
Box  5.  Responded  to  by  Company  No.  1. 

In  service  one  hour  and  ten  minutes. 
Insurance  on  building,  $200.      Losses  paid,  $50. 
Insurance  on  contents,  $6,100.     Losses  paid,  $2,330. 
Losses  on  property  not  insured,  $1,319. 

Sunday,         No.  246  Hickory  avenue.     Two-story  frame  building,  in   yard   in 

9th,  rear  of  the  dwelling. 

9.16  P.  M.,      Cause  of  fire,  supposed  spark  from  chimney. 
Box  85.         Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 
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Wednesday,     Nos.    213-15   Twenty-fourth   street.      First    floor    of    one-story 
I2th,  frame  building.     Bakery. 

5.19  A.  M.,     Cause  of  fire,  boiling  over  kettle  of  fat. 
Box  234.         Responded  to  by  the  Captain. 
In  service  one  hour. 
Insurance  on  building,  $400.     Losses  paid,  $31. 

Tuesday,         No.  11^  Antonio  street.     Second  floor  of  two-story  frame  build- 
18th,  ing.     Dwelling. 

11.40  A.  M.,     Cause  of  fire,  children  with  matches. 
Box  45.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Insurance  on  building,  Si. 000. 
Insurance  on  contents,  $500.     Losses  paid,  $25. 

Tuesday,         At  Folsom-street  wharf.      Steamship  Australia. 
18th,  Cause  of  fire,  supposed  carelessness  with  fire. 

10.25  P.  m.,     Responded  toby  Company  No.  1. 
Box  36.  In  service  one  hour. 

Estimated  loss,  $5,000. 

Friday,  Ellick  alley.      First  floor  of  one-story  frame  dwelling. 

21st,  Cause  of  fire,  carelessness  with  fire. 

1.40  a.  m.,     Responded  to  by  Company  No.  1. 
Box  14.  In  service  forty  minutes. 

Losses  on  property  not  insured,  $20. 

Saturday,        No.  175  Perry  street.     Two-story  frame  dwelling. 

22d,  Cause  of  fire,  carelessness  with  matches. 

7.43  P.  M.,      Responded  to  by  Company  No.  1. 
Box  63.         In  service  fifty  minutes. 

Insurance  on  contents,  $1,500.      Losses  paid,  $54. 


Monday,        No.  1033  Twenty-second  street 
24th,  Cause  of  fire,  incendiary. 

[O.19A.  M.,     Responded  to  by  the  Captain. 
Box  237.        In  serviee  one  hour. 

Losses  on  property  not  insured, 


Two-story  frame  building. 


$20. 


Monday,         Nos.  213-15  Mission  street.     Third  floor  of  three-story  building. 

24th,  Cause  of  fire,  carelessness  with  coal  oil  stove. 

5.30  P.  M.,      Responded  to  by  Company  No.  1. 
Box  365.        In  service  one  hour  and  forty-five  minutes. 
Covers  spread,  forty-four. 

Insurance  on  contents,  $2,800.     Losses  paid,  $544.25. 
Losses  on  property  not  insured,  $800. 
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Wednesday,      No.  3  Bartlett  alley.     Third  floor  of  four-story  brick  building. 
26th,  Cause  of  fire,  carelessness  with  coal  oil  lamp. 

3.35  A.  M.,      Responded  to  by  Company  No.  1. 
Box  17.  In  service  one  hour. 

Covers  spread,  one. 

Insurance  on  improvements  to  building,  $50.     Losses  paid,    $50. 
Insurance  on  contents,  $1,350.     Losses  paid,  $180. 

Friday,  No.  215  Clay  street.     First  floor  of  one-story  frame  building. 

28th,  Cause  of  fire,  plumber's  stove. 

5.47  A.  M.,      Responded  to  by  Company  No.  1. 
Box  19.         In  service  one  hour. 
Covers  spread,  one. 

Insurance  on  contents,  $1,000.     Losses  paid,  $175. 
Losses  on  property  not  insured,  $170. 


Sunday, 
30th, 

4.34  P.   M 

Box  65. 


Market   street,  near   Sixth.     One-story   frame  building.     Grand 

Central  Market. 
Cause  of  fire,  carelessness  with  matches. 
Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Losses  $15.     No  claim. 
Losses  on  property  not  insured,  $5. 


Saturday,        Nos.  28-30  Jessie  street.     Three-story  brick  building. 
29th,  Cause  of  fire,  spontaneous  combustion. 

Still.  *       Responded  to  by  Company  No.  1. 
In  service  twenty  minutes. 
Extinguishers  used,  one.     Extinguished  by  the  Patrol. 


JULY. 


Monday,        No.  15  Priest  street.     Two-story  frame  dwelling. 
1st,  Cause  of  fire,  defective  flue. 

10.54  P.  M.,     Responded  to  by  Company  No.  2. 
Box  128.        In  service  one  hour  and  ten  minutes. 

Insurance  on  building,  $1,050.     Losses  paid,    $150. 
Insurance  on  contents,  $500.     Losses  paid,  $10. 


Monday,  No.  1  Battery  street. 

xst,  Cause  of  fire,  back  draft  in  chimney. 

9.17  A.  M.,  Responded  to  by  Company  No.  1. 

Still.  In  service  twenty-five  minutes. 
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Wednesday,      Nos.  593-95  Mission  street.       Third  floor   of  three-story    brick 

3d,  building.      Mattress  factory. 

9.20  A.  M.,     Cause  of  fire,  defective  electric  light. 

Still.  Responded  to  by  Company  No.  1. 

In  service  twenty  minutes. 

Losses.  $5.     No  claim. 


Wednesday,     N.   W.   corner  of  Minna  and  Eighth  streets. 
3d,  frame  building. 

1.03  P.  m.,     Cause  of  fire,  fireworks. 
Box  73.  Responded  to  by  Company  No.  2. 

In  service  forty  minutes. 
Losses  on  property  not  insured,  $10. 


Roof  of  one-story 


Thursday,        No.  1 1 59  Folsom  street.      Roof  of  three-story  frame   building. 

4th,  Barber  shop  and  dwelling. 

11.37  A.  M.,      Cause  of  fire,  fireworks. 
Box  184.         Responded  to  by  Company  No.  2. 

In  service  fifty  minutes. 

Covers  spread,  one. 

Insurance  on  building,  $5,000.     Losses  paid,  $40. 

Insurance  on  contents,  $500.     Losses  paid,  $15. 


Thursday,        Grove    near   Polk    street.       Roof  of   two-story    frame    building. 

4th,  School  rooms. 

10.49  p.  m.      Cause  of  fire,  fireworks. 

Box  76.         Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 
Losses  on  property  not  insured,  $15. 


Thursday,  No.  309  Eighth  street.     Dwelling. 

4th,  Cause  of  fire,  fireworks. 

8.49  p.  m.,  Responded  to  by  Company  No.  2. 

Box  184.  In  service  forty  minutes. 


Thursday,        No.    6    Middle    street.       Roof    of    two-story    frame    building. 

4th,  Dwelling. 

8.04  P.  M.,        Cause  of  fire,  fireworks. 
Box  214.         Responded  to  by  Company  No.  2. 
In  service  forty-five  minutes. 

Insurance  on  building,  $4,000.     Losses  paid,  $40. 
Insurance  on  contents,   $600.     Losses  paid,  $30. 
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Thursday, 

4th, 

4.56  P.  M., 

Box  25. 


Thursday, 

4th, 
10.10  p.  M. 

Still. 


Thursday, 

4th, 
10.18  P.  M. 
Box  148. 


P'riday, 

12.55  P.  M. 
Box  62. 


Friday, 

5th, 

2.01  P.   M. 

Box  284. 


Friday. 

5th, 

12.41  P.  M. 

Box  91. 


No.     1016    Dupont     street.       Third    floor    of    four-story    brick 

building.     Tailor  shop. 
Cause  of  fire,  explosion  of  coal  oil  lamp. 
Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Insurance  on  building,  $8,000.     Losses  paid,  $20. 

Insurance  on  contents,  $200.     Losses  paid,  $20. 

I 

No.    715    Ellis    street.       Roof    of    two-story    frame    building. 

Dwelling. 
Cause  of  fire,  fireworks. 
Responded  to  by  Company  No.  2. 
In  service  twenty-five  minutes. 
Extinguished  by  the  Patrol. 
Insurance  on  building,  $2,000.     Losses  paid,  $40. 

No.  2047 >£  Mission  street.     Roof  of  two-story  frame    building. 

Dwelling. 
Cause  of  fire,  fireworks. 
Responded  to  by  Company  No.  2. 
In  service  twenty-five  minutes. 
Losses  on  property  not  insured,  $20. 

No.    313   Jessie    street.        Roof    of    two-story   frame    building. 

Dwelling. 
Cause  of  fire,  fireworks. 
Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Covers  spread,  four. 

Insurance  on  contents,  $600.     Losses  paid,  $10. 
Losses  on  property  not  insured,  $100. 

Arlington  street,  between  Charles  and  McGill  streets.     One-story 

frame  building. 
Cause  of  fire,  spark  from  bon-fire. 
Responded  to  by  the  Captain. 
In  service  one  hour  and  twenty  minutes. 
Insurance  on  building,  $1,000.     Losses  paid,  $1,000. 
Losses  on  property  not  insured,  $800. 

No.    513   Eddy    street.        Roof    of    two-story    frame    building. 

Dwelling. 
Cause  of  fire,  fireworks. 
Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Covers  spread,  four. 

Insurance  on  building,  $13,545.     Losses  paid,  $300. 
Insurance  on  contents,  $2,000.     Losses,  $5.     No  claim. 
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Saturday,        No.  321  Fremont  street.     Two-story  frame  building.     Dwelling. 

6th,  Cause  of  fire,  wooden  ash  barrel. 

5.21  a.  M.,     Responded  to  by  Company  No.  1. 
Box  51.         In  service  twenty-five  minutes. 

Insurance  on  building,  $4,000.     Losses  paid,  $25. 


Saturday,        Channel    and  Eleventh  streets.       First  floor   of  one-story  iron 

6th,  building.     Oil   refinery. 

9.21  A.  M.,      Cause  of  fire,  boiling  over  kettle  of  oil. 
Box  365.      Responded  to  by  Company  No.  2. 
In  service  one  hour. 
Losses  on  property  not  insured,  $25. 


Monday,         San  Bruno  road  and  Army  street.     First  floor  of  one-story  frame 
8th,  building.     Grocery,  saloon  and  dwelling. 

3.28  A.  M.,       Cause  of  fire,  unknown. 
Box  281.         Responded  to  by  the  Captain. 

In  service  one  hour  and  thirty  minutes. 
Insurance  on  building,  $1,000.     Losses  paid,  $33. 
Insurance  on  contents,  $600.     Losses  paid,  $45. 


Wednesday,     No.  1029  Army  street.     First  floor  of  one-story  frame  building" 
10th,  Dwelling. 

3.18  p.  M.,     Cause  of  fire,  clothing  hung  on  stove-pipe. 
Box  283.        Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  building,  $600.     Losses  paid,  $20. 

Losses  on  property  not  insured,  $20. 


Wednesday,  No.  260  Eighth  street.     Dwelling. 

10th,  Cause  of  fire,  chimney  burning. 

7.13  P.  M.,  Responded  to  by  Compr.ny  No.  2. 

Box  73.  In  service  forty-five  minutes. 


Friday,  Nos.  11 5-1 7  Turk  street.     Two-story  frame  building. 

1 2th,  Cause  of  fire,  defective  chimney. 

10.47  A.  M.,     Responded  to  by  Companies  Nos.  1  and  2. 
Box  95.         In  service  one  hour  and  fifteen  minutes. 
Covers  spread,  four. 

Insurance  on  buildings,  $12,000.     Losses  paid,  $400. 
Insurance  on  contents,  $2,000.     Losses  paid,  $842. 


Church. 
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Sunday,         No.    2478    Market    street.     Second    floor    of    two-story    frame 

14th,  building.      Restaurant,  stable  and  dwelling. 

1. 10  A.  M.,      Cause  of  fire,  unknown. 
Box  362.        Responded  to  by  Company  No.  2. 
In  service  two  hours. 
Covers  spread,  five. 

Insurance  on  buildings,  $19,000.     Losses  paid,  $15,820. 
Insurance  on  contents,  $6,400.     Losses  paid,  $6,100. 
Losses  on  property  not  insured,  $6,175. 

Monday,        No.  419  Laguna  street.     Two-story  frame  building.     Dwelling. 
15th,  Cause  of  fire,  unknown. 

:2.22  a.  M.,      Responded  to  by  Company  No.  2. 
Box  85.  In  service  one  hour  and  ten  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,  $800. 

Tuesday,        No.  151 5  Leavenworth  street.     Second  floor  of  two-story  frame 

16th,  building.     Laundry. 

1.46  A.M.,      Cause  of  fire,  defective  chimney. 
Box  129.       Responded  to  by  Company  No.  2. 

In  service  one  hour  and  thirty  minutes. 

Losses  on  property  not  insured,  $600. 


Wednesday,     No.   317   Fourth/ street.     Three-story  frame  building.     Restau- 
17th,  rant  and  lodging  house. 

4.05  A.  M.,     Cause  of  fire,  wooden  flue. 
Box  157.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  building,  $6,000.     Losses  paid,  $50. 
Insurance  on  contents,  $1,300. 

Sunday,         No. 732    Montgomery    street.     First    floor    of   three-story  brick 

2ist,  building.      Restaurant. 

I.36  A.  M.,      Cause  of  fire,  unknown. 
Box  18.  Responded  to  by  Company  No.  1. 

In  service  fifty-five  minutes. 
Losses  on  property  not  insured,  $825. 

Sunday,         Nos.  2-4  Brady  street.     First  floor  of  one-story  frame  building. 

21st,  Dwelling. 

8.47  P.  M.,      Cause  of  fire,  children  with  matches. 
Box  84.  Responded  to  by  Company  No.  2. 

In  service  forty  minutes. 
Covers  spread,  one. 

Insurance  on  building,  $200.     Losses  paid,  $115. 
Insurance  on  contents,  $1,000.     Losses  paid,  $225. 
Losses  on  property  not  insured,  $10. 
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Monday,  No.  356  Tehama  street.     Ice  works. 

22d,  Cause  of  fire,  needless  alarm  for  chimney  burning. 

9.19  P.  M.,  Responded  to  by  Company  No.  1. 

Box  64.  In  service  thirty  minutes. 

Monday,         No.  23  Mason  street.      First  floor   of  two-story  brick  building' 
22d,  Cigar  store. 

11.48  P.  M.,     Cause  of  fire,  incendiary. 

Box  47.         Responded  to  by  Company  No.  2. 
In  service  one  hour  and  ten  minutes. 
Insurance  on  contents,  $3,000.     Losses,  $700. 
Losses  on  property  not  insured,  $595. 

Friday,  No.    28  Clay  street.      Second  floor  of  two-story  frame  building. 

26th,  Lodging  house. 

9.15  P.  M.,     Cause  of  fire,  carelessness  with  candle. 
Box  15.        Responded  to  by  Company  No.i. 
In  service  thirty  minutes. 
Losses,  $5.     No  claim. 
Losses,  $10.     No  claim. 


Saturday,       State  street,  between  Diamond  and  Douglass  streets. 

27th,  one-story  frame  building.     Dwelling. 

[O.40  A.  M.,     Cause  of  fire,  defective  chimney. 
Box  273.       Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 
Losses  on  property  not  insured,  $25. 


Roof   of 


Sunday,         No.    1 100    Valencia   street.      Second    floor   of  two-story   frame 
28th,  building.     Dwelling. 

12.59  A.  m.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  143.        Responded  to  by  Company  No.  2. 

In  service  one  hour  and  forty  minutes. 
Insurance  on  building,  $2,700.     Losses  paid,  $700. 
Insurance  on  contents,  $1,750.     Losses  paid,  $260. 
Losses  on  property  not  insured,  $50. 


Monday,        No.  531  Fourth  street.     One-story  frame   building.     Stable  and 

29th,  Dwelling. 

2.30  P.  M.,     Cause  of  fire,  supposed  carelessness  with  matches. 
Box  68.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  eight. 

Insurance  on  building,  $2,700.     Losses  paid,   $1,575. 

Insurance  on  contents,  $2,500.     Losses  paid,   $170. 

Losses  on  property  not  insured,  $175. 
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Tuesday,       No.  711   Turk  street.     First  floor  of  one-story   frame   building. 

30th,  Stable  in  rear. 

7.52  A.  M.,      Cause  of  fire,  explosion  of  coal  oil  stove. 
Box  92.         Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 

Extinguishers  used,  two.     Extinguished  by  the  Patrol. 
Losses  on  property  not  insured,  $60. 

Wednesday,     No.  2019  Hyde  street.     Second   floor  of  two-story  frame  build- 
31st,  ing.     Dwelling. 

4.25  P.  M.,      Cause  of  fire,  children  with  matches. 
Box  123.        Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  contents,  $700.     Losses  paid,  $47.50. 

Wednesday,      No.    518    Powell    street.     Roof    of    two-story    frame    building. 

31st,  Dwelling  in  rear. 

10.31  P.  M.,     Cause  of  fire,  spark  from  chimney. 
Box  49.         Responded  to  by  Company  No.  1, 
In  service  fifty  minutes. 
Losses  on  property  not  insured,  $20. 


AUGUST. 


Friday,  No.    225    Perry    street.       Roof    of     two-story    frame    building. 

2d,  Dwelling. 

12.02  P.  m.,     Cause  of  fire,  defective  chimney. 
Box  63.         Responded  to  by  Company  No.  1. 
In  service  forty-five  minutes. 
Covers  spread,  two. 
Losses  on  property  not  insured,  $60. 

Saturday,  No.  1 1  Ellis  street. 

3d,  Cause  of  fire,  chimney  burning.     Needless  alarm. 

1 1. 2 1  P.  M.,  Responded  to  by  Company  No.  1. 

Box  98.  In  service  thirty  minutes. 


Monday,        No.  903  Sutter  street.     Third  floor  of  three-story  frame  building. 

5th,  Boarding-house. 

4.50  P.  M.,     Cause  of  fire,  supposed  children  with  matches. 
Box  41.         Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 

Insurance  on  building,  $3,500.     Losses,  $5.     No  claim. 
Insurance  on  contents,  $2,oco. 
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Tuesday,        Third-street  wharf.     Storage  of  hay. 

6th,  Cause  of  fire,  carelessness  by  smoking. 

2.08  p.  m.,     Responded  to  by  Company  No.  1. 
Box  53.         In  service  one  hour  and  twenty  minutes. 

Insurance  on  building,  $1,300       Losses  paid,  $1,140. 
Losses  on  property  not  insured,  $1,350. 

Wednesday,      Third-street  wharf. 

7th,  Cause  of  fire,  rekindling  of  former  fire. 

1. 41  P.  M., 
Box  53. 

Thursday,       No.    123    Sixth    street.     Roof    of    three-story   frame    building. 

8th,  Dwelling. 

12.50  P.  M.,      Cause  of  fire,  spark  from  chimney. 
Box  65.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  ten  minutes. 

Covers  spread,  seven. 

Insurance  on  building,  $4,900.     Losses  paid,  $360. 

Insurance  on  contents,  $1,000.     Losses  paid,  $20. 


Saturday, 

10th, 
5.10  P.  M. 
Box  352. 


Bay  street,  near  the  sea-wall. 
Cause  of  fire,  hot  ashes. 
Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Losses  on  property  not  insured,  $100. 


Tuesday, 
13th, 

IO.23  A.  M. 

Box  57. 


Tuesdav. 

I3th; 

5.05  P.  M. 

Box  85. 


Brannan  and   Second  streets.     Roof  of  three-story  frame  build- 
ing.    Feed  mill. 
Cause  of  fire,  spark  from  smoke-stack. 
Responded  to  by  Company  No.  1. 
In  service  forty-five  minutes. 
Losses,  $25.     No  claim. 

No.  434  Hayes  street.     First  floor  of  three-story  frame  building. 

Dwelling  and  cigar  store. 
Cause  of  fire,  spark  from  stove. 
Responded  to  by  Company  2. 
In  service  fifty  minutes. 

Insurance  on  contents,  $800.     Losses  paid,  $45. 
Losses  on  property  not  insured,  $25. 


Wednesday, 
14th, 

12.55  A.  M., 

Still. 


No.  124  Olive  avenue.     Three-story  frame  building. 
Cause  of  fire,  spark  from  stove-pipe  hole  in  chimney. 
Responded  to  by  Company  No.  2. 
In  service  thirty-five  minutes. 
Losses  on  property  not  insured,  $75. 


Dwelling. 
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Thursday,       Twenty-second  street,  near  Fair  Oaks  street. 

15th,  Cause  of  fire,  children   with  matches  burning  grass.     Needless 

2.04  P.  M.,  alarm. 

Box  237.        Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 

Thursday,       No.  1603  Geary  street.     Second  floor  of  two-story  frame  build- 

15th,  '         ing.     Stable  in  rear. 

4.27  P.  M.,      Cause  of  fire,  cigarette  or  pipe  smoking. 
Box  178.        Responded  to  by  Company  No.  2. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $81.50. 

Losses  on  property  not  insured,  $20. 

Friday,  No.   785    Mission   street.     Basement    floor    of    four-story   frame 

16th,  building.      Mattress  factory. 

I.25  P.  M.,     Cause  of  fire,  hot  ashes. 
Box  62.         Responded  to  by  Company  No.  1. 
In  service  fifty-five  minutes. 
Losses,  $5.     No  claim. 
Losses  on  property  not  insured,  $50. 

Saturday,        No.  65  New  Montgomery  street.     Basement  floor  of  three-story 
17th,  brick  building.      Mattress  factory. 

II.30  A.  M.,     Cause  of  fire,  spark  from  rag  picker. 
Box  54.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  forty  .minutes. 

Covers  spread,  fourteen. 

Insurance  on  contents,  $6,500.     Losses  paid,  $2,Soq 

Losses  on  property  not  insured,  $50. 

Sunday,         Townsend   avenue,  near  Fourth  street.     Two-story  frame  build- 
18th,  ing.      Saloon  and  lodging-house  in  rear. 

2.37  A.  M.,      Cause  of  fire,  unknown. 
Box  156.       Responded  to  by  Companies  Nos.  1  and  2. 
In  service  three  hours  and  fifteen  minutes. 
Covers  spread,  fourteen. 

Insurance  on  buildings,  $25,800.     Losses  paid,  $10,322.25. 
Insurance  on  contents,  $17,800.     Losses  paid,  $12,028.25. 
Losses  on  property  not  insured,  $16,964.50. 

Sunday,  No.  524  Chestnut  street. 

18th,  Cause  of  fire,  chimney  burning.     Needless  alarm.' 

4.41  P.  M.,  Responded  to  by  Company  No.  1. 

Box  192.  In  service  forty  minutes. 


[     46     ] 

Sunday,         Foot  of  Sixth  street.     Car-load  of  hay. 

i8th,  Cause  of  fire,  supposed  spark  from  locomotive. 

8.29  P.  M.,     Responded  to  by  Company  No.  1. 
Box  182.        In  service  twenty-five  miuutes. 

Losses  on  property  not  insured,  $  100. 


Sunday,         No.  272  Brannan  street.     Third  floor  of  three-story  frame  build- 
18th,  ing.     Lodging-house. 

10.12  p.  m.,      Cause  of  fire,  upsetting  of  coal  oil  lamp. 
Box  57.         Responded  to  by  Company  No.  1 . 

In  service  one  hour  and  thirty  minutes. 

Covers  spread,  sixteen. 

Insurance  on  building,  $750.     Losses  paid,  $500. 

Insurance  on  contents,   $2,400.     Losses  paid,  $205.75. 


Sunday,  No.    1520  Powell  street.     Two-story  frame  building.      Dwelling 

18th,  and  millinery  store. 

:  1 .38  P.  M.,      Cause  of  fire,  upsetting  of  coal  oil  lamp.  ,, 

Box  8.  Responded  to  by  Company  No.  1. 

In  service  fifty  minutes. 

Insurance  on  building,  $400.     Losses  paid,  $20. 
Insurance  on  contents,  $550.     Losses  paid,  $150. 

Monday,         Third-street  wharf.      Hay. 

19th,  Cause  of  fire,  carelessness  with  matches. 

3.15  p.  m.,     Responded  to  by  Company  No.  1. 
Box  53.         In  service  forty-five  minutes. 

Losses  on  property  not  insured,  $225. 


Wednesday,      S.  W.  corner  of  Polk   and   Sacramento  streets.      Second   floor  of 

21st,  two-story  frame  building.     Dwelling. 

12.03  A.  M.,      Cause  of  fire,  defective  stove. 
Box  164.        Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  twelve. 

Insurance  on  building,  $2,000.     Losses  paid,  $1,100. 

Insurance  on  contents,  $3,000.     Losses  paid,  $i,20C. 

Losses  on  property  not  insured,  $500. 


Thursday,  Townsend  street,  near  Sixth. 

22d,  Needless  alarm.     Asphaltum  kettle. 

[O.30  a.  m.,  Responded  to  by  Company  No.  1. 

Box  154.  In  service  twenty-five  minutes. 
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Saturday,        No.  719  Bush  street.      Second  floor  of  two-story  frame  building. 

24th,  Lodging-house. 

7.12  P.  M.,     Cause  of  fire,  carelessness  with  matches. 
Box  371 .        Responded  to  by  Company  No.  2. 

In  service  one  hour. 

Covers  spread,  four. 

Insurance  on  building,  $4,500.     Losses  paid,  $177.50. 

Insurance  on  contents,  $1,750.     Losses  paid,  $311.25. 

Sunday,  No.    527    Mission    street.     Basement    floor    of    two-story    frame 

25th,  building.      Dwelling  and  grocery. 

7.39  A.  M.,      Cause  of  fire,  carelessness  with  cigarettes. 
Hox  52.         Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 
Extinguishers  used,  two.     Extinguished  by  the  Patrol. 

Sunday,         No.  125    Valencia    street.     Basement    floor    of    one-story    frame 

25th,  building.     Dwelling. 

3.36  p.  M.,     Cause  of  fire,  spark  from  stove-pipe  hole  in  chimney. 
Box  361.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  fifteen  minutes. 

Covers  spread,  five. 

Insurance  on  building,  $400.     Losses  paid,  $400. 

Insurance  on  contents,  $1,000.     Losses  paid,  $750. 

Losses  on  property  not  insured,  $20. 


Sunday, 
25th, 

1. 16  P.   M. 

Box  385. 


No.  320  Scott  street.      First    floor   of  two-story   frame    building. 

Dwelling. 
Cause  of  fire,  supposed  carelessness  with  matches. 
Responded  to  by  the  Captain. 
In  service  one  hour  and  twenty  minutes. 
Insurance  on  building,  $3,500.     Losses  paid,  $352. 
Insurance  on  contents,  $2,250.     Losses  paid,  $914. 


Monday,        No.    28    Clay  street.     First    floor   of  one-story    frame    building. 

26th,  Lodging-house. 

2.36  A.M.,      Cause  of  fire,  unknown. 
Box  15.  Responded  to  by  Company  No.  1. 

In  service  fifty  minutes. 
Losses,  $10.  No  claim. 
Losses  on  property  not  insured,  $80. 


Tuesday,        No.  428  Fulton  street.     Two-story  frame  building. 
27th,  Cause  of  fire,  carelessness  with  cigarettes. 

12.26  A.  M.,      Responded  to  by  Company  No.  2. 
Box  82.         In  service  forty-five  minutes. 
Losses,  $5.     No  claim. 


Dwelling. 
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Wednesday,     No.   1161    Folsom    street.     One-story  frame   building.     Second- 

28th.  hand  furniture  store. 

11.20  p.  M.,     Cause  of  fire,  incendiary. 
Box  184.       Responded  to  by  Company  No.  2. 
In  service  two  hours. 
Covers  spread,  seven. 

Insurance  on  building,  $5,000.     Losses  paid,  $250. 
Insurance  on  contents,  $2,500.     Losses  paid,  $5. 

Saturday,        No.  1005  Folsom  street.     First  floor  of  one-story  frame  building. 

31st,  Laundry. 

4.13  A.  M.,     Cause  of  fire,  defective  boiler. 
Box  159.        Responded  to  by  Company  No.  1. 

In  service  one  hour  and  fifteen  minutes. 

Covers  spread,  five. 

Insurance  on  building,  $1,200.     Losses  paid,  $500, 

Insurance  on  contents,  $600.     Losses  paid,   $110.50. 

Losses  on  property  not  insured,  $35. 


SEPTEMBER. 


Sunday,  California  street  and  First  avenue. 

1st,  Cause  of  fire,  grass  burning.     Needless  alarm. 

12.34  P.  M.,  Responded  to  by  the  Captain. 

Box  325.  In  service  one  hour. 


Friday,  No.  24  Sacramento  street.     Two-story   frame   building. 

6th,  factory. 

12.16  p.  m.,     Cause  of  fire,  defective  flue. 

Box  15.  Responded  to  by  Company  No.  1. 

In  service  two  hours  and  thirty  minutes. 

Covers  spread,  thirty-three. 

Insurance  on  building,  $10,850.      Losses  paid,  $7,000. 

Insurance  on  contents,  $16,400.     Losses  paid,  $8,850. 

Losses  on  property  not  insured,   $7,556. 


Candy 


Saturday,        South     San     Francisco.       Two-story     frame      building.       Tripe 

7  th,  works. 

I.02  A.  M.,      Cause  of  fire,  unknown. 
Box  281.        Responded  to  by  the  Captain. 

In  service  one  hour  and  thirty  minutes. 

Insurance  on  building,  $2,000.     Losses   paid,  $2,000. 

Insurance  on  contents,  $2,550.      Losses  paid,  $2,550. 

Losses  on  property  not   insured,  $3,117. 
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Saturday, 
7th, 

1.20  A.   M., 

Still. 


Tuesday, 

ioth, 
6.44  a.  M. 
Box  146. 


Nevada   street,    between    Illinois    and    Iowa  streets.     Two-Story 

frame  building.     Stable. 
Cause  of  fire,  drunkenness. 
Responded  to  by  the  Captain. 
In  service  thirty  minutes. 

Insurance  on  contents,  $3,600.     Losses  paid,  $2,063.. 
Losses  on  property  not  insured,  $1,000. 


No.  120  Shotwell  street.     One-story  frame  building. 

tling  factory. 
Cause  of  fire,  defective  chimney. 
Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 
Losses  on  property  not  insured,  $10. 


Beei 


Thursday,  No.  835  Clay  street.     Dwelling. 

1 2th,  Cause  of  fire,  chimney  burning.     Needless  alarm. 

6.37  P.  M.,  Responded  to  by  Company  No.  I. 

Box  25.  In  service  twenty  minutes. 

Sunday,         No.    1929    Green    street.     Roof    of    two-story     frai 
15th,  Dwelling. 

12.09  p-  M->      Cause  of  fire,  fire  works. 
Box  253.        Responded  to  by  the  Captain. 

In  service  one  hour  and  fifteen  minutes. 
Losses  on  property  not  insured,  $200. 


Monday,         No.  816  Treat  avenue.      Second   floor  of  two-story   frame   builil- 

16th,  ing.      Stable. 

4.05  P.  M.,      Cause  of  fire,  children  with  matches. 
Box  145.        Responded  to  by  the  Captain. 

In  service  one  hour  and  fifteen  minutes. 
Insurance  on  building,  $300.     Losses  paid,  $155. 
Losses  on  property  not  insured,    $20. 

Monday,  Bay  street,  between  Mason  and  Taylor  streets.     Ship  yard. 

1 6th,  Cause  of  fire,  carelessness  with  cigarettes. 

4.10  P.  M.,  Responded  to  by  the  Captain. 

Box  192.  In  service  forty  minutes. 

Monday,         No.  607  Willow  avenue.     First  floor  of  two-story  frame  building. 

16th,  Dwelling. 

7.47  P.  M.,      Cause  of  fire,  upsetting  of  coal  oil  lamp. 
Box  173.        Responded  to  by  Company  No.  2. 
In  service  forty-five  minutes. 
Insurance  on  building,  $750.     Losses  paid,  $40. 
Insurance  on  contents,  $600.      Losses  paid,  $125. 
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Tuesday,        No.    32    Douglass  street.      Basement    floor    of    two-story    frame 

17th,  building.      Dwelling. 

2.49  p.  m.,     Cause  of  fire,  children  with  matches. 
Box  273.        Responded  to  by  the  Captain. 

In  service  two  hours  and  fifteen  minutes. 

Insurance  on  building,  $1,600.     Losses  paid,  $1,514.40. 

Insurance  on  contents,  $1,000.     Losses  paid,   $1,000. 

Losses  on  property  not  insured,  $1,006. 


Friday, 

20th, 

2.32  A.  M. 

Box  186. 


No.    855    Bryant    street.     Roof    of    one-story    frame    building. 

Boiler-room  in  rear. 
Cause  of  fire,  spark  from  smoke-stack. 
Responded  to  by  Company  No.  1. 
In  service  one  hour. 
Insurance  on  building,  $4,000.      Losses  paid,  $18.50. 


Saturday,        No.  125   First    street.     First    floor  of  one-story   frame  building. 

21st,  Brass  works. 

8.51  P.  M.,      Cause  of  fire,  supposed  spontaneous  combustion. 
Box  52.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  thirty  minutes. 

Covers  spread,  sixteen. 

Insurance  on  building,  $3,375.     Losses  paid,   $583.80. 

Insurance  on  contents,  $3,490.      Losses  paid,   $918.50. 


Sunday,  No.  23  Grant  avenue.     Basement  floor  of  four-story  brick  build- 

22d,  ing.     Storage  of  crockery. 

1.50  P.  M.,  Cause  of  fire,  supposed  incendiary. 

Box  43,  Responded  to  by  Company  No.  I. 

and  In  service  one  hour. 

Still.  Insurance  on  building,  $20,000.      Losses  estimated,  $20. 
Insurance  on  contents,  $22,750.     Losses,  $4,514. 


Tuesday,       No.  514  Pine  street.      Second   floor  of  two-story  frame   building. 

24th,  Tailor  shop. 

4.15  A.  M.,     Cause  of  fire,  supposed  spark  from  chimney. 
Box  35.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  twenty  minutes. 
Insurance  on  building,  $500.     Losses  paid,  $500. 
Insurance  on  contents,  $650.     Losses  paid,  $95.75. 
Losses  on  property  not  insured,  $537. 
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Tuesday,        No.   2708    Sutter    street.       Roof    of    one-story    frame    building. 
24th,  Dwelling. 

12.08  P.  M.,      Cause  of  fire,  spark  from  chimney. 
Box  326.        Responded  to  by  the  Captain. 

In  service  one  hour  and  twenty  minutes. 
Insurance  on  building,  $1,000.     Losses  paid,  $16. 
Insurance  on  contents,  $1,000.      Losses,  $24. 


Wednesday,  No.  536  Steuart  street.     Cupola. 

25th,  Responded  to  by  Company  No.  I. 

6.25  P.  M.,  In  service  twenty  minutes. 
Box  36. 


Wednesday,  No.  640  Minna  street.     Two-story  frame  building.     Dwelling. 

25th,  Cause  of  fire,  chimney  burning. 

6.53  P.  M.,  Responded  to  by  Company  No.  2*. 

Box  183.  In  service  thirty-five  minutes. 


Wednesday,      Florida  and  Butte  streets.     One-story  frame  building.    Hay  barn. 

25th,  Cause  of  fire,  supposed  pipe  smoking. 

10.28  P.  M.,      Responded  to  by  the  Captain. 

Box  239.      In  service  one  hour  and  ten  minutes. 
Losses  on  property  not  insured,  $800. 


Wednesday,  False  alarm. 

25th,  Responded  to  by  Company  No. 

11.36  P.  M.,  In  service  forty  minutes. 
Box  365. 


Thursday,       Twenty-fourth   street,  near  Castro.     One-story    frame    building. 

26th,  Dwelling. 

4.43  P.  M.,      Cause  of  fire,  supposed  children  with  matches. 
Box  278.       Responded  to  by  the  Captain. 
In  service  two  hours. 

Insurance  on  building,  $650.  Losses  paid,  $620. 
Insurance  on  contents,  $135.  Losses  paid,  $30. 
Losses  on  property  not  insured,  $300. 

Thursday,  No.  1 105  Bush  street.     Dwelling. 

26th,  Cause  of  fire,  chimney  burning. 

6.58  P.  M.,  Responded  to  by  Company  No.  2. 

Box  134.  In  service  twenty  minutes. 
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Friday, 

27th, 

1.42  A.  M. 

Box  52. 


Monday, 

30th, 

3.O5  P.  M. 

Box  154. 


No.  115  First  street.     Second  floor  of  two-story  frame  building. 

Machine  shop. 
Cause  of  fire,  unknown. 
Responded  to  by  Company  No.  1. 
In  service  one  hour  and  ten  minutes. 
Covers  spread,    eighteen. 

Insurance  on  building,  $800.      Losses  paid,  $500. 
Insurance  on  contents,  $4,050.     Losses  paid,  $1,382.50 
Losses  on  property  not  insured,  $989. 

No.    953    Bryant    street.       Roof    of    two-story    frame    building. 

Bakery  in  rear. 
Cause  of  fire,  defective  oven. 
Responded  to  by  Company  No.  1 . 
In  service  one  hour. 

Insurance  on  building,  $250.     Losses  paid,  $140. 
Losses  on  property  not  insured,  $45. 


Monday,        No.  1235  Mission  street.      Second  floor  of  two-story  frame  build- 
30th,  ing.     Dwelling. 

1 1. 14  P.  M.,      Cause  of  fire,  carelessness  with  candle. 
Box  183.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  fifteen  minutes. 
Covers  spread,  two. 

Insurance  on  building,  $700.     Losses  paid,  $115. 
Insurance  on  contents,  $900.     Losses  paid,  $329. 


OCTOBER. 

Friday,  No.  527  Mission  street.     First  floor  of  two-story  frame  building. 

4th,  Saloon,  grocery  and  dwelling. 

[.40  A.  M.,      Cause  of  fire,  incendiary. 

Still.  Responded  to  by  Company  No.  1. 

In  service  fifty  minutes. 

Extinguishers  used,  two.     Extinguished  by  the  Patrol. 
Insurance  on  building,  $1,000.     Losses  paid,  $38.50. 
Insurance  on  contents,  $2,000. 
Losses  on  property  not  insured,  $185. 


Tuesday,       N.  W.  corner  Buchanan  and  Moulton   streets. 

8th,  ing.     Hay  barn. 

2.02  P.  M.,      Cause  of  fire,  unknown. 
Box  219.        Responded  to  by  the  Captain. 

In  service  one  hour  and  fifteen  minutes. 
Insurance  on  building,  $200.     Losses. paid,  $200 
Losses  on  property  not  insured,  $200. 
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Wednesday,     No.   545    Market    str 

9th,  building. 

10.30  A.  M.,      Cause  of  fire,  carelessness  with  cigarette. 
Still.  Responded  to  by  Company  No.  1. 

In  service  twenty  minutes. 
Losses,  $5.     No  claim. 


Basement    floor  of   three-story   brick 


Thursday,       No.    267    Stevenson    street.     Second    floor    of   two-story   frame 

10th,  building.     Candy  factory. 

10  P.  M.,        Cause  of  fire,  spark  from  stove. 
Box  62.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Losses  on  property  not  insured,  $25. 

Friday.         N.    E.    corner   Main   and    Mission  streets.     Roof    of    one-story 
nth,  frame  building.     Boiler-house. 

11.22  A.  m.,     Cause  of  fire,  sparks  from  furnace. 
Box  265.         Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Insurance  on  building,  $9,000     Losses  paid,  $60. 

Friday,  No.  2137  Mission  street.     Second  floor  of  two-story  frame  build- 

nth,  ing.     Dwelling. 

7.51  P.  M.,     Cause  of  fire,  carelessness  with  matches. 
Box  276.         Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,  $125. 

Losses  on  property  not  insured,  $200. 

Saturday,       No.  1324  Polk  street.     First  floor  of  two-story  frame   building. 
1 2th,  Restaurant. 

12.46  A.  M.,      Cause  of  fire,  incendiary. 
Box  135.        Responded  to  by  Company  No.  2. 

In  service  two  hours  and  ten  minutes. 

Covers  spread,  twenty. 

Insurance  on  building,  $10,000.     Losses  paid,  $5,638. 

Insurance  on  contents,  $6,450.     Losses  paid,   $2,738. 

Losses  on  property  not  insured,  $750. 


Saturday, 
12th, 

11.53  P.   M. 

Box  12. 


No.  424  Kearny  street.     First  floor  of  three-story  hrick*buildin{ 

Clothing  store. 
Cause  of  fire,  supposed  incendiary. 
Responded  to  by  Company  No.  1. 
In  service  fifty-two  minutes. 
Insurance  on  contents,  $5,000.      Losses  paid,  $683. 
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Saturday,        Union-street  wharf.     Standard  Oil  Company. 
1 2th,  Cause  of  fire,  sparks  from  hoisting  engine. 

12. 16  p.  m.,     Responded  to  by  Company  No.  I. 
Box  5.         In  service  thirty  minutes. 

Losses  on  property  not  insured,  $45. 


Monday, 
14th, 

2.13  A.   M., 

Box  284. 


Chembusco    street.     One-story   frame    building.     Dwelling   and 

stable. 
Cause  of  fire,  unknown. 
Responded  to  by  the  Captain. 
In  service  two  hours. 

Insurance  on  buildings,  $3,115.     Losses  paid,  $2,339. 
Insurance  on  contents,  $225.     Losses  paid,  $105 
Losses  on  property  not  insured,  $450. 


Tuesday,        No.  132  Fourth  street.     First  floor  of  three-story  brick  building. 

15th,  Restaurant. 

3.37  A.  M.,      Cause  of  fire,  defective  chimney. 
Box  62.         Responded  to  by  Company  No.  1. 
In  service  twenty-five  miuutes. 
Insurance  on  building,  $10,000.     Losses  paid,  $25. 


Wednesday,  Polk  and  Clay  streets. 

16th,  Cause  of  fire,  burning  of  tar-kettle. 

10.10  A.  m.,  Responded  to  by  Company  No.  2. 

Box  164.  In  service  thirty  minutes. 


Thursday, 

I7th, 
3.45  A.M., 
Box  135. 


No.  1 127  Sutter  street  (rear).     One-story  frame  building. 

Cause  of  fire,  supposed  incendiary. 

Responded  to  by  Company  No.  2. 

In  service  fifty  minutes. 

Covers  spread,  three. 

Insurance  on  building,  $1,000.     Losses  paid,  $557. 

Insurance  on  contents,  $1,200. 


Thursday,       No.  1239  Market  street.     Third  floor  of  three-story  frame  build- 

17th,  ing.     Lodging-house. 

[2.41  P.  M.,      Cause  of  fire,  careless  use  of  phosphorus. 
Box  76.  Responded  to  by  Company  No.  2. 

In  service  fifty  minutes. 

Insurance  on  building,  $5,000.     Losses  paid,  $50. 
Losses  on  property  not  insured,  $25. 
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Thursday,       No.  22  Steuart  street.     First    floor  of  one-story   frame   building. 

17th,  Hay  barn. 

5.20  P.  M.,     Cause  of  fire,  supposed  pipe  smoking. 
Box  36.         Responded  to  by  Company  No.  1. 
In  service  twenty  minutes. 
Insurance  on  contents,  $3,000.     Losses  paid,  $20. 

Thursday,       Nos.  929  Pine  street  and  812  Taylor  street.     First   floor  of  two- 

17th,  story  frame  building.     Dwelling. 

6.16  P.  M.,      Cause  of  fire,  wooden  ash  barrel. 
Box  132.        Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 

Insurance  on  building,  $14,000.     Losses  paid,  $25. 
Losses  on  property  not  insured,  $15. 

Sunday,         Nos.  29-37   Stevenson   street.     Fourth   floor  of  four-story  brick 

20th,  building.     Coffee  mills. 

7.20  P.  M.,      Cause  of  fire,  hot  coffee  and  chicory. 
Still.  Responded  to  by  Company  No.  1. 

In  service  forty-five  minutes. 

Extinguishers  used,  two.     Extinguished  by  the  Patrol. 
Insurance  on  contents,  $22,500.     Losses  paid,  $227. 

Wednesday,      No.    210    Davis    street.      Roof     of    four-story    brick    building. 
23d,  Chemists. 

3  P.  M.,  Cause  of  fire,  boiling-over  kettle  of  oil. 

Still.  Responded  to  by  Company  No.  1. 

In  service  forty  minutes. 

Insurance  on  building,  $25,000.     Losses  paid,  $11.25. 
Losses,  $20.     No  claim. 

Thursday.       Junction  Market  and  Valencia  streets.     One-story   frame    build- 
24th,  ing.     Saloon. 

12.50  A.M.,      Cause  of  fire,  incendiary. 

Box  84.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 
Insurance  on  contents,  $600.     Losses  paid,  $150. 
Losses  on  property  not  insured,  $200. 

Thursday,       No.  1208  Howard  street.     First   floor  of  two-story  frame  build- 

24th,  ing.     Dwelling. 

3.53  P.  M.,      Cause  of  fire,  carelessness  with  cigarette. 
Box  73.  Responded  to  by  Company  No.  2. 

In  service  forty  minutes. 
Insurance  on  contents,  $1,000.      Losses  paid,  $14. 
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Thursday,       No.  714  Tehama  street.     Second  floor  of  two-story  frame  build- 

24th,  Lodgings  and  saloon. 

9.22  p.  M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 

Box  73.         Responded  to  by  Company  No.  2.  , 

In  service  thirty-five  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,   $45. 
Insurance  on  contents,  $1,000.     Losses  paid,  $30. 


Sunday,         N.  E.  corner  Jackson  and  Dupont  streets.     Fourth  floor  of  four- 

27th,  story  brick  building.     Old  Globe  Hotel. 

7.26  P.  M.,     Cause  of  fire,  upsetting  of  coal  oil  lamp. 
Box  25.         Responded  to  by  Company  No.  1. 
In  service  forty-five  minutes. 
Covers  spread,  two. 

Insurance  on  building,  $6,000.     Losses  paid,  $30. 
Insurance  on  contents,  $500.     Losses  paid,  $250. 


Sunday,         No.  770  Clay  street.     Basement  floor  of  three-story  brick  build- 
27th,  ing.     Chinese  bakery. 

10.59  P.  M.,      Cause  of  fire,  upsetting  of  coal  oil  lamp. 
Box  25.         Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 
Losses  on  property  not  insured,  $2. 


NOVEMBER. 


Saturday,        No.   308   Clementina   street.     Second   floor  of   two-story  frame 

2d,  building.     Dwelling. 

7.36  P.  M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  157.        Responded  to  by  Company  No.  1. 
In  service  forty-five  minutes. 
Insurance  on  building,  $1,000.     Losses  paid,  $75. 


Sunday,         S.  E.  corner  of  Grove  and  Octavia  streets.     Second  floor  of  two- 

3d,  story  frame  building.     Dwelling. 

8.45  P.  M.,      Cause  of  fire,  carelessness  with  matches. 
Box  85.         Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 

Insurance  on  contents,  $500.     Losses  paid,  $59. 
Losses  on  property  not  insured,  $25. 
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Monday, 

4th, 

12.10  P.  M. 

Box  25. 


Nos.    810-18   Dupont   street.     Third   floor  of  three-story  btick 

building.     Chinese  stores  and  lodgings. 
Cause  of  fire,  supposed  pipe  smoking. 
Responded  to  by  Company  No.  I. 
In  service  one  hour  and  forty  minutes. 
Covers  spread,  nineteen. 

Insurance  on  building,  $15,000.  Losses  paid,  $380. 
Insurance  on  contents,  $18,500.  Losses  paid,  $785. 
Losses  on  property  not  insured,  $50. 


Monday,        N.  E.  corner  of  Castro  and  Twenty-fourth  streets.     Roof  of  two- 

4th,  story  frame  building.     Dwelling  and  saloon. 

1.48  P.  M.,     Cause  of  fire,  unknown. 
Box  278.        Responded  to  by  the  Captain. 

In  service  one  hour. 

Insurance  on  building,  $1,500      Losses  paid,  $220. 

Losses  on  property  not  insured,  $100. 


Monday,       No.   2819  Pacific  avenue.     First  floor   of  one-story  frame  build- 

4th,  ing.     Battery  room  in  rear. 

1.48  P.  M.,     Cause  of  fire,  electric  light  wires. 
Box  256.        Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 
Losses  on  property  not  insured,  $50. 


Tuesday,        No.  41  Third  street.     Basement   floor  of  two-story  frame  build- 

5th,  ing.     Second-hand  clothing  store. 

I.30  P.  M.,      Cause  of  fire,  carelessness  with  matches. 
Box 48.  Responded  to  by  Company  No.  1. 

In  service  fifty  minutes. 

Insurance  on  building,  $1,200.     Losses  paid,  $200. 
Insurance  on  contents,  $3,000.     Losses  paid,  $1,138. 


Sunday,         No.    1049    Market    street.       First    floor    of    one-story    building. 
10th,  Tailor  shop. 

7  A.  M.,       Cause  of  fire,  unknown. 
Box  75.         Responded  to  by  Company  No.  2. 
In  service  one  hour  and  ten  minutes. 
Covers  spread,  seven. 

Insurance  on  building,  $6,000.      Losses  paid,  $1,750. 
Losses  on  property  not  insured,  $50. 
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Sunday, 

ioth, 

3.40  p.  M. 

Box  73. 


Sunday, 

ioth, 

10.16  P.  M. 

Box  325. 


Monday, 

nth, 
9.48  P.  M. 

Still. 


Monday, 

nth, 

IO.23  P.  M. 

Box  123. 


Tuesday, 

12th, 
5.04  P.  M. 
Box  153. 


Tuesday, 
1 2  th, 

9.42  P.  M. 

Box  26. 


No.    1209   Howard   street.     Roof  of   two-story  frame  building. 

Lodging-house. 
Cause  of  fire,  spark  from  chimney. 
Responded  to  by  Company  No.  2. 
In  service  one  hour. 
Covers  spread,  five. 

Insurance  on  building,  $5,500.     Losses  paid,  $45. 
Losses  on  property  not  insured,  $5. 

California  and  Walnut   streets.     Roof  of  two-story  frame  build- 
ing.    Dog  pound. 
Cause  of  fire,  supposed  spark  from  passing  locomotive. 
Responded  to  by  the  Captain. 
In  service  one  hour  and  fifteen  minutes. 
Losses  on  property  not  insured,   $50. 

No.  505  Van  Ness  avenue.     Basement  floor  of  two-story  frame 

building.      Dwelling. 
Cause  of  fire,  defective  chimney. 
Responded  to  by  Company  No.  2. 
In  service  thiry-five  minutes. 
Losses,  $5.      No  claim. 

No.  1912  Hyde  street.     Frame  wood-shed. 

Cause  of  fire,  carelessness  with  matches. 

Responded  to  by  Company  No.  2. 

In  service  fifty-five  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,   $110. 

Losses  on  property  not  insured,  $35. 

Folsom  and  Seventh  streets.     Second  floor  of  two-story  frame 

building.      Saloon. 
Cause  of  fire,  upsetting  of  coal  oil  lamp. 
Responded  to  by  Company  No.  2. 
In  service  one  hour  and  forty  minutes. 
Covers  spread,  ten. 

Insurance  on  building,  $2,000.     Losses  paid,  $1,120. 
Insurance  on  contents,  $2,000.     Losses  paid,  $100. 
Losses  on  property  not  insured,  $50. 

No.  324  Battery  street.      Second   floor  of  two-story  brick  build- 
ing.     Cigar  factory. 
Cause  of  fire,  explosion  of  coal  oil  lamp. 
Responded  to  by  Company  No.  1. 
In  service  one  hour  and  fifteen  minutes. 
Covers  spread,  six. 

Insurance  on  building,  $4,000.     Losses  paid,  $7.50. 
Insurance  on  contents,    $20,000.      Losses  paid,  $2, 140. 
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Wednesday,      Harrison  and  Eighteenth  streets.     Car-load  of  hay   on   railroad 
13th,  track. 

3.07  P.  M.,      Cause  of  fire,  supposed  pipe  smoking. 
Box  146.        Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 
Losses  on  property  not  insured,  $100. 


Wednesday,      Nos.  559-61    Minna  street.     Roof  of  two-story   frame  building. 
13th,  Dwelling. 

9.55  P.  M.,      Cause  of  fire,  supposed  spark  from  chimney. 
Box  65.  Responded  to  by  Company  No.  2. 

In  service  one  hour  and   twenty  minutes. 

Covers  spread,  five. 

Insurance  on  building,  $3,500.     Losses  paid,  $1,123. 

Insurance  on  contents,  Si, 600.     Losses  paid,  $510. 

Losses  on  property  not  insured,  $75. 


Wednesday,     Harrison    and    Eighteenth    streets.     Car-load    of    hay.     Second 
13th,  fire. 

5.36  P.  M.,      Cause  of  fire,  supposed  pipe'smoking. 
Box  146.        Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 
Losses  on  property  not  insured,  $100. 


Saturday.        No.  637  Kearny  street.     Third   floor  of  three-story   brick   build- 

16th,  ing.     Artificial  hair-work  shop. 

8.37  P.  M.,      Cause  of  fire,  carelessness  with  candle. 
Box  21.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  building,  $5,000.     Losses  paid,  $15. 
Losses  on  property  not  insured,  $100. 


Sunday,  No.    548    Mission   street.     First    floor   of  three-story   brick    and 

17th,  frame  building.     Candy  factory. 

4.50  A.  M.,      Cause  of  fire,  unknown. 
4.52  A.  M.,      Responded  to  by  Company  No.  1. 
Still,  In  service  three  hours, 

and  Covers  spread,  nineteen. 

Box  261.  Insurance  on  building,  $5,000.  Losses  paid,  $3,005. 
Insurance  on  contents,  $10,300.  Losses  paid,  $6,795. 
Losses  on  property  not  insured,  $5,961. 
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First  floor  of  two-story  frame  building.     Dwell- 


Sunday,         No.  1914  Hyde 

17th,  ing. 

1.57  a.  m.,     Cause  of  fire,  defective  chimney. 
Box  123.        Responded  to  by  Company  No.  2. 
In  service  one  hour  and  ten  minutes. 
Insurance  on  building,  $450.     Losses,  $50.     No  claim. 
Losses  on  property  not  insured,  $50. 


Sunday, 

2.33  P.  M. 

Box  45. 


False  alarm. 

Responded  to  by  Company  No.  2. 

In  service  thirty  minutes. 


Wednesday,     Nos.  713-19   Sansome   street.     Third   floor   of  three-story  brick 
20th,  building.     Flour  mills. 

9.45  P.M.,      Cause  of  fire,  defective  smoke-stack. 
Box  1 8.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  fifteen  minutes. 

Covers  spread,  nineteen. 

Insurance  on  building,  $3,000.     Losses  paid,  $150. 

Insurance  on  contents,  $5,500.     Losses  paid,  $168.75. 


Wednesday,     No.    314    Washington    street.     First    floor   of    two-story    brick 

20th,  building.     Canned  goods. 

11.3c  p.  M.,      Cause  of  fire,  a  swinging  gas-bracket  over  desk  in  office. 
Still.  Responded  to  by  Company  No.  1. 

In  service  twenty  minutes. 
Losses  on  property  not  insured,  $25. 


First  floor  of  one-story  brick  build- 


Saturday,       No.  419  Washington  street. 

23d,  ing.     Fruit  store. 

9.06  p.  m.,     Cause  of  fire,  over-heated  dry  room. 
Still.  Responded  to  by  Company  No.  1. 

In  service  fifty  minutes. 
Insurance  on  contents,  $4,000.     Losses  paid,  $470. 


Tuesday,         S.  W.  corner  Cough   and    Oak   streets.      Pirse  floor  of  two-story 
26th,  building.     Saloon  and  grocery. 

12.39  A.  M.,      Cause  of  fire,  unknown. 

Box  83.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  thirty  minutes. 

Insurance  on  building,  $2,000.     Losses  paid,  $525. 

Insurance  on  contents,  $1,000.     Losses   paid,  $571. 
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Friday,         No.  1216  Pacific  avenue.    Under  the  sidewalk  opposite  two-story 
29th,  frame  building.      Eakery. 

I.36  P.  M.,      Cause  of  fire,  explosion  of  gas-pipe. 
Box  129.       Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Losses  on  property  not  insured,  $5. 

Friday,  Alabama  street,  between  Twenty-fourth  and  Twenty-fifth  streets. 

29th,  First  floor  of  one-story  frame  building. 

3.36  P.  M.,      Cause  of  fire,  supposed  carelessness  with  matches. 
Box  286.         Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  buildings,  $17,500.     Losses  paid,  $140. 

Insurance  on  contents,  $5,000.     Losses  paid,  $50. 

Friday,  Nos.  841-45   Market   street.     Second    floor  of  three-story   brick 

29th,  building.      Printing  office. 

4.02  P.  M.,      Cause  of  fire,  supposed  spontaneous  combustion. 
Box  47.  Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  nineteen. 

Insurance  on  buildings,  $10,000.     Losses  paid,  $305. 

Insurance  on  contents,   $4,000.     Losses  paid,  $275. 

Losses  on  property  not  insured,  $1,500. 

Saturday,        Eddy  street,  between  Jones  and  Leavenworth  streets.    First  floor 

30th,  of  two-story  frame  building.     Baptist  church. 

3.47  P.  M.       Cause  of  fire,  unknown. 
Box 93.  Responded  to  by  Company  2. 

In  service  two  hours  and  thirty  minutes. 

Covers  spread,  nine. 

Insurance  on  building,  $15,000.      Losses  paid,  $3,200. 

Insurance  on  contents,  $5,000.     Losses  paid,  $441.45. 


DECEMBER. 

Sunday,         Merchants'  dry  dock,  foot  of  Spear  street.    Steam  whaler  William 

1st,  Lewis. 

1.04  a.  m.,     Cause  of  fire,  supposed  spontaneous  combustion. 
Box  263.        Responded  to  by  Company  No.  1. 
In  service  one  hour. 

Sunday,  False  alarm. 

1st,  Responded  to  by  Company  No.  2. 

4.51  P.  m.,  In  service  twenty  minutes. 
Box  94. 
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Monday,        Nos.  413-15    Market  street.     Second    floor  of  three-story  brick 

2d,  and  frame  building.      Printing  establishment. 

7.47  P.  M.,      Cause  of   fire,  unknown. 
Box  261.        Responded  to  by  Company  No.  1. 

In  service  one  hour  and  thirty  minutes! 

Covers  spread,  sixty-three. 

Insurance  on  building,  $10,000.      Losses  paid,  $2,300. 

Insurance  on  contents,  $48,200.     Losses  paid,  $12,796. 

Monday,        No.  428  Hayes  street.     Second  floor  of  two-story  frame  building. 

2d,  Dwelling. 

9.14  P.  M.,     Cause  of  fire,  carelessness  with  candles. 
Box  85.         Responded  to  by  Company  No.  2. 
In  service  forty-five  minutes. 

Insurance  on  building,  $3,000.     Losses  paid,  $15. 
Insurance  on  contents,  $500.      Losses  paid,  $93. 

Monday,         Powell    and    North    Point    streets.     One-story    frame    building. 

2d,  California  Wire  Works. 

9.21  P.  m. ,     Cause  of  fire,  defective  furnace. 
Box  2.  Responded  to  by  Company  No.  1. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  nine. 

Insurance  on  building,  $1,000.      Losses  paid,  $1,000. 

Insurance  on  contents,  $500.     Losses  paid,  $500. 

Losses  on  property  not  insured,  $2,794. 

Tuesday,        Potrero    avenue    and    Twenty-second     street.     One-story    frame 

3d,  building.      Bakery. 

7.28  P.  M.,      Cause  of  fire,  wooden  ash  barrel. 
Box  235.       Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 
Losses  on  property  not  insured,  $200. 

Wednesday,      Folsom  street,  between  Nineteenth  and  Twentieth  streets.     One- 
4th,  story  frame  building.     Florist. 

4.32  A.  M.,      Cause  of  fire,  defective  furnace. 
Box  149.        Responded  to  by  the  Captain. 
In  service  one  hour. 
Losses  on  property  not  insured,  $50. 

Wednesday,      N.  W.  corner  of  Stanford  and  Townsend   streets.     First   floor  u( 

4th,  two-story  brick  building.      Paint  and  oil  works. 

10.51  A.  M.,      Cause  of  fire,  experimenting  with  oil. 
Box  57.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  building,  $3,500.     Losses  paid,  $1,075. 
Insurance  on  contents,  $11,000.     Losses  paid,  $4,000. 
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Thursday,       No.  1104  Folsom  street.     First  floor  of  two-story  frame  building. 
5th,  Chinese  Laundry. 

10.39  a.  M.,      Cause  of  fire,  clothing  too  near  stove. 
Box  184.        Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Covers  spread,  two. 

Insurance  on  building,  $2,500.      Losses  paid,  $175. 
Losses  on  property  not  insured,  $10. 

Monday,        No.  315  Austin  street.     First  floor  of  three-story  frame   building. 

9th,  Dwelling. 

6.14  p.  m.,      Cause  of  fire,  unknown. 
Box  241.        Responded  to  by  Company  No.  2. 

In  service  forty-five  minutes. 

Covers  spread,  three. 

Insurance  on  building,  Si, 000.     Losses  paid,  $500. 

Losses  on  property  not  insured,  $400. 

Tuesday,        No.  508  Larkin  street.      First  floor  of  two-story   frame   building. 

10th,  Paint  shop. 

5.12  p.  m.,     Cause  of  fire,  carelessness  with  cigar. 
Still.  Responded  to  by  Company  No.  2. 

In  service  twenty-five  minutes. 

Insurance  on  building,  $1,200.     Losses,  $5.     No  claim. 
Insurance  on  contents,  $500.     Losses,  $10.     No  claim. 

Friday,  No.  509  Mission  street.     First  floor  of  three-story  frame  building. 

13th,  Lodging-house. 

12.13  A.  M.j      Cause  of  fire,  supposed  incendiary. 
Box  52.         Responded  to  by  Company  No.  I. 
In  service  twenty  minutes. 
Losses  on  property  not  insured,  $5. 

Friday,  No.  610  Larkin  street.      One-story   frame   building.      Wood   and 

13th,  coal  office. 

7.03  A.  M.,      Cause  of  fire,  defective  stove-pipe. 
Still.  Responded  to  by  Company  No.  2. 

In  service  fifteen  minutes. 
Insurance  on  building,  $750.      Losses  paid,  $20. 


Monday,         No.  327  Golden  Gate  avenue.     Second  floor  of  three-story   frame 

16th,  building.     Blacksmith  shop  and  dwelling. 

4.58  P.  M.,     Cause  of  fire,  defective  chimney. 
Still.  Responded  to  by  Company  No.  2. 

In  service  forty-five  minutes. 
Losses  on  property  not  insured,  $5. 
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Monday,        No.    106    Vicksburg    street.     Second    floor   of    two-story    frame 

1 6th,  building.     Dwelling. 

7.08  P.  M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  275.        Responded  to  by  the  Captain. 

In  service  one  hour  and  forty  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $80. 

Insurance  on  contents,  $750.     Losses  paid,  $176. 

Monday,         No.  335   Bush  street.      Fourth  floor  of  four-story  brick  building. 

1 6th,  Glove  factory. 

7.55  P.  M.j      Cause  of  fire,  supposed  carelessness  with  cigarette. 

Still.  Responded  to  by  Company  No.  1. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  nine. 

Insurance  on  contents,  $9,000.     Losses  paid,  $5,544. 

Losses  on  property  not  insured,  $100. 

1 

Tuesday,        No.    1812    Jackson    street.     First    floor    of    two-story    building. 

17th,  Dwelling. 

1.40  P.  M.,      Cause  of  fire,  carelessness  by  sweeping  dirt  into  hot  air-pipes. 
Box  162.        Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 

Tuesday,        No.  505  Larkin  street.      First   floor  of  two-story  frame  building. 

17th,  Dwelling  and  stable. 

'8  P.  M.,        Cause  of  fire,  unknown. 
Box  91.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 

Insurance  on  contents,  $440.     Losses  paid,  $200.45. 

Losses  on  property  not  insured,  $399.55. 

Wednesday,      No.    237    Fourteenth   street.     Second   floor    of    two-story    frame 
18th,  building.      Dwelling. 

9.55  a.  M.,     Cause  of  fire,  children  with  matches. 
Box  364.        Responded  to  by  Company  No.  2. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  building,  $2,500.     Losses  paid,  $450. 

Losses  on  property  not  insured,  $325. 

Saturday,        Nos.  123-25  Beale  street.     First  floor  of  three-story  frame   build- 

21st,  ing.      Iron  foundry. 

9.34  P.  M-.,      Cause  of  fire,  sparks  from  forge. 
Box  265.        Responded  to  by  Company  No.  1. 
In  service  thirty-five  minutes. 
Losses,  $10.      No  claim. 
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Saturday,        No.  518  Jessie  street.     Second  floor  of  two-story  frame  building 

21st,  Dwelling. 

9.43  P.  M.,      Cause  of  fire,  supposed  carelessness  with  candle. 
„   Box  65.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  ten  minutes. 

Covers  spread,  two. 

Insurance  on  building,  $2,000.     Losses  paid,  $435. 

Insurance  on  contents,  $1,000.     Losses  paid,  $700. 


Monday,        No.  223  Waller  street.     First  floor  of  one-story  frame    building. 

23d,  Dwelling. 

2.45  P.  M.,      Causg  of  fire,  defective  grate. 
Box  381.        Responded  to  by  Company  No.  2. 
In  service  one  hour. 

Insurance  on  building,  $1,000.     Losses  paid,  $40. 
Insurance  on  contents,  $300.     Losses  paid,  $10. 


Tuesday,        No.   144    Eddy  street.     First   floor  of  two-story   frame   building. 

24th,  Dwelling  and  bath-house. 

7.45  P.  M.,      Cause  of  fire,  supposed  carelessness  with  matches. 
Box  96.         Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 
Losses  on  property  not  insured,  $35. 


Wednesday,     Nos.   1150-56   Market   street.     Second   floor  of  two-story  fram,. 

25th,  building.      Photograph  gallery. 

12.16  A.M.,      Cause  of  fire,  unknown. 

Box  95.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  forty-five  minutes. 

Covers  spread,  twenty-six. 

Insurance  on  building,  $5,000.     Losses  paid,  $1,000. 

Insurance  on  contents,  $10,500.     Losses  paid,  $2,306.50. 


Wednesday,     No.  1329  Market  street.     First  floor  of  three-story  brick  building. 
25th,  Furniture  and  dry  goods  store. 

2.50  A.  M.,      Cause  of  fire,  unknown. 
Box  76.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  fifteen  minutes. 

Covers  spread,  ten. 

Insurance  on  building,  $56,000.     Losses  paid,  $425. 

Insurance  on  contents,  $6,000.     Losses  paid,  $4,109. 


[     66     ] 

Friday,  No.  261 1  Howard  street.     Second  floor  of  two-story  frame  build- 

27th,  ing.     Dwelling. 

6.45  A.  M.,     Cause  of  fire,  carelessness  with  matches. 
Box  145.        Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  building,  $1,500.     Losses  paid,  $250. 

Insurance  on  contents,  $600.     Losses  paid,  $36. 

Friday,  San  Bruno  road,  near  Army  street.     First  floor  of  two-story  frame 

27th,  building.     Tannery. 

6.18  P.  m.,     Cause  of  fire,  spark  from  smoke-stack. 
Box  281.        Responded  to  by  the  Captain. 

In  service  one  hour  and  twenty  minutes. 
Losses,  $5.     No  claim. 

Friday,         Nos.  849-55   Market  street.     Second   floor  of  three-story  brick 
27th,  building.      Furniture  store,  factory  and  storage. 

10.22  P.  M.,     Cause  of  fire,  unknown. 
10.35  P.  M.,      Responded  to  by  Companies  Nos.  I  and  2. 
Box  47,  In  service  three  hours  and  thirty-five  minutes, 

and  Covers  spread,  one  hundred  and  eighty-eight. 

2d  alarm.       Insurance  on  building,  $31,500.     Losses  paid,  $16,175. 

Insurance  on  contents,  $20,925.     Losses  paid,  $12,245.85. 
Losses  on  property  not  insured,  $7,075. 

Saturday,       No.  1306   Church   street    (rear).     First   floor   of  two-story   frame 
28th,  building.      Stable. 

12.16  a.  M.,      Cause  of  fire,  carelessness  with  matches. 
Box  283.       Responded  to  by  the  Captain. 

In  service  one  hour  and  twenty  minutes. 
Insurance  on  building,  $200.     Losses  paid,  $40. 

Sunday,         No.  910  Oak  street.     Second  floor  of  two-story   frame  building. 

29th,  Dwelling. 

5.25  P.  M.,      Cause  of  fire,  defective  grate. 
Box  385.        Responded  to  by  the  Captain. 

In  service  one  hour  and  twenty  minutes. 
Insurance  on  building,  $4,000.     Losses  paid,  $220. 
Losses  on  property  not  insured,  $50. 
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